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ETAL CASEMENTS AND 

WROUGHT-STEEL SASHES 

are the subje£l of this Catalogue, and in presenting 
it to our Customers we wish to call attention to the new 
method of illustration and arrangement which we have adopted. 
All the Illustrations are from photographs and represent 
precisely the articles which we supply. 

We have perfected and are now offering three new ranges 
of Sections, Nos. 1, 2, and 3, each of which can be supplied 
either to open outwards hung at side or at top, or inwards 
hung at side or at bottom, j[ND FOR CONFENIENCE 
yJND EASE OF REFERENCE fFE HAFE NAMED 
THE INM^ARD OPENING SECTIONS H^Z^l, and 
3a RESPECTIFELT. 

Sections Nos. i and la are specially designed for large Case- 
ments for Public Buildings, where great strength and absolute 
exclusion of the weather are a necessitv. 

Sections Nos. i and 2a are recommended for Casements 
of moderate size, where first-class work is required. 
Thousands of these two sections have been supplied for 
dwelling-houses during the last four years. 
Sections Nos. 3 and 3a are suitable for small Casements up 
to 3ft.6 high. They are weather-tight in all but the most 
exposed situations, and are quite as well made and hip-hlv 

nished as our more expensive seftions. 
Our Business has grown so enormously during the last three 
years, and our Manufatl:ures are now so universally 
known, that we feel it is unnecessary to say anything at 
length as to Quality, 

We prefer to refer our Customers to the Specifications which 
we give with each Seftion, and to inform them that although 
we have so organised and perfefted our manufafturing 
operations, as to render it almost impossible that anything 
that IS not "first class" shall leave our Works, we are not 
content to rest upon the position we have won in the Trade. 



well- 
reat 



iMrii 



A« 



We are continually exploiting new ideas, both in design and 
manufa6lure, and nothing that our knowledge and experience 
Indicates as likely to improve our produ(£ls is left untried. 
Finally we would point out that we manufadture everything 
in Casement and Window Construction in our own works, 
and we undertake, and will at all times give inclusive estimates 
for any description of Metal Casement or Window, including 
all kinds of glass, fixing and glazing complete. 
At the end of this book will be found a summary of our 
other manufadlures, and Catalogues of these will be sent on 
application. The progressive policy which we claim for our 
Casement work is continued in each Department. 
In such of our work as admits of decoration, it will be noticed 
that there is no highly elaborated detail,— not that we think 
this undesirable, but because we are convinced that such 
work must be specially produced for its position if it is to be 
tolerable. Our endeavour is to supply articles of such refine- 
ment and sober detail as will permit their use in praifically 
any position, without violence to their surroundings. 

55, Lionel St. 
Birmingham. 

<tApril znd^ 1904. 



M'^e call attention to pages 2^ to ij dealing with our ^^Clean- 
ing'^'^ Casements, JJ^e make two sections to correspond with our 

Nos, 1^2, the Cleaning Casements lacing numbered iC c^ iC 
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GENERAL REMARKS. 

In sending sizes great care should be exercised that the instrudions given on 
pages 58 and 59 are observed. 

Where a large number of casements are ordered, a pradtical representative 
will be sent free of charge to take sizes, and where this is done all responsibility 
is taken as to the work being accurate. In these cases we strongly advise our 
customers to arrange for the fixing and glazing to be done by our own men. 
Estimates will be forwarded on application. 

We were able to announce in our last catalogue that we had put down a 
special plant for dealing with the removal of all borax, scale, etc., from 
brazed joints. Since then we have pursued a further line of investigation 
to enable us to deal efFedually with the problem of rendering a steel 
casement pradically rustproof, under the very trying conditions which 
usually obtain in a new building. 

Our researches have been so far successful that we are now offering an extra 
quality which we have called ^'la." We have every confidence in recom- 
mending this quality to our customers for those buildings where a very high 
grade of finish is required but where the cost of solid gun-metal is prohibitive. 
Our ordinary qualities (i and 2) are treated in the same manner as before ; 
all joints being sandblasted and the surfaces thoroughly cleaned and painted 
two coats of white-lead and oil before leaving the works. 
The care and trouble bestowed on finishing our work, together with the 
exceptional quality and character of our fittings, should be noted in 
comparing prices with other makers. 

In no case should casements be fixed until the building is clear of the rougher 
trades. Where it is desirable to proted floors and plastering, canvas screens 
can be placed against the window frames at a very small cost. If casements 
and glazing are put in soon enough to effect this purpose they are certain to 
be damaged. 

TERMS OF PURCHASE. 

Cash on the roth of the Month following date of delivery. 

Carriage included for orders of ^10 and upwards, to any place within 100 

miles of Birmingham • over this distance extra carriage will be charged. 

Packing, where necessary, charged at cost price, value of cases allowed in full 

when returned in good condition carriage paid. 

Special terms as to payment, etc., will be made for large contradls. 

GUARANTEE. 

Section No. i is guaranteed weather-tight in any situation. 

Sedion No. 2 is weather-tight in all but the most exposed places, such as 

south-west aspects on high positions, or close to the sea coast. 

Sedion No. 3 is weather-tight in all ordinary situations. 

In all cases our guarantee is subjedl to the details of the heads, jambs, and 

sills being approved by us. 
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TERMS OF PURCHASE. 

INDEX. 
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No. I a. 

No. 2. 
No. 2 a. 
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Frame opening outwards. 

inwards, 
outwards, 
inwards, 
outwards, 
inwards, 
outwards. 



3) 
33 






35 



No. 3a. 
MOULDED SECTION , 
SECTION No. 8. Casement, without Frame, opening outwards. 

No . Q . 
"CLEANING'' casement; SECTION No. i. 

NTo. 2- 
FOLDING CASEMENTS. 
SWINGING .. SECTIONS Nos. 14 



y> 




Nos. 13 




15- 
1 1. 



HOPPERS &f HOPPER CHEEKS. 

FIXED LIGHTS. 

CASEMENT FITTINGS PREFACE. 

SPECIFICATION &P DETAILS. 

HANDLES (§f PLATES (Bronze-metal, for Outward Opening Casements). 

n (Wrought-iron, „ „ „ ). 

(Special plain patterns,, ,, ,, ). 

(for Inward Opening Casements). 



J 



33 
33 
3 3 



33 

33 



35 
33 
33 



STAYS (Gun-metal). 

,, (Wrought-iron). 
BOLTS. 

LATCHES &> QUADRANTS. 
SASHES: PREFACE. 

2in. SECTION. 

li'iin. ,, 

DETAILS OF ALL SECTIONS. 
,, (with various forms of opening Casements). 

OPENING GEAR. 

INSTRUCTIONS .jIS TO ORDERING. 
LIST OF BUILDINGS. 
PHOTOGRAPHS OF BUILDINGS. 
LEADED LIGHTS. 
DOOR FURNITURE. 
LEADWORK. 

HORTICULTURAL BUILDINGS. 
PATENT GLAZING. 
HEATING & HOT-WATER. 



i 
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SECTION No. 1 

OUTWARD OPENING 
CASEMENT WITH FRAME 





DETAILS 
FULL SIZE 



Tr-: 




SPECIFICATION 

Each section is of solid rolled English 

cut 



special milling 



Photograph of Frame ^ with one Casement hung 
at sii/e, Oiidlity l (hft hami)^ and one Casement 
abolife transome hung at top^ Quality i. Fixed 
lights of L section. (^411 with rebated JL bars 
for sheet glass. 



Steel, made from rolls 
for our exclusive use. 
All joints cut on 
machines, ensuring a perfeft lit. 
The Corners of Inside and Outside 
Frames are rivetted and brazed. 
The Handle Plate and Stay Jaw 
are Mild Steel Forgings, accurately 
machined and brazed to the casements. 
All brazed joints are sandblasted. 
This process removes the brazing 
flux and scale and leaves the surface 
of the steel in a perfed: state to 
receive the paint. 

The Hinges are of Mild Steel 
Forgings bushed with Gun-metal and 
machined with great accuracy. 
The Fittings of each pattern are 
interchangeable, and of the best 
possible materials and workmanship, 
for full specification and designs, see 
pages 38 to 48. 
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HENRY HOPE & SONS 

PRICE LIST OF SECTION No. 1 
CASEMENTS HUNG AT SIDE 

QUALITY No. i Oiled and Painted ruo coats of White-lead, and litced \dth 
Gun-metal Handle and either Gun-metal Screw and Swivel Stav or Pee S:av. 
QUALITY No. 2 Painted as last, and fitted with Wrought-iron Hancfle and 
Pee Stav. 

QUALITY No. ra the same fittings as Quality i. The sill of the Outer 
Frame made of solid Gun-metal, and dl the surfeces of the steel ground and 
finished perfectly smooth. Oiled and Painted two coats of AVhite-lead, and 
one coat ot Enamel. 

CASEMENTS of all qualities over 4fi:. 6in. high are fitted with Gun-metal 
Double Grip Bolts working on Gun-metal plates, gripping the casement at 
top and bottom with one motion of the handle. 













Ilxita tor 


HEIGHT. 


Width. 


QiiaLt\- I. 


o....;-::v -. 


Qualicv :. 


til lets 












*"^ G^r^oves. 


*_ 


Lnder 2 it. 


45/- 


41/- 


57/- 


2/6 


:it. and under :lt. 6in. : 




47/- 


43/- 


59/- 


3/- 


3it. 6in. and unc er 4ft. : 


\ % 


+9/- 


45.'- 


61/- 


3/- 


4ft. and under xft. 6in. : 




51/- 


47/- 


6+/- 


3/- 


j-ft. 6in, and uncer 5tt. : 




65/- 


60/- 


78/- 


4/- 


5lt. and under 5ft. 6in. : 




67/- 


62/- 


81'- 


4/- 


56. 6in. and under 6ft. : 




70/- 


65'- 


> 


4/6 



CASEMENTS HUNG AT TOP 

For use over Transomes of the same seftion and hun^ on Gun-mecal Hinges 

to open outwards. 

QL^ALITY No. i Oiled and Painted two coats of White-lead, and fitted \\4th 

Screw Opener to wort with cord, fixed to either side ot the casement, or 

jointed Arm Star. 

QUALITY No, 2 Painted as last, and fitted with Gun-metal Peg Stay. 

QUALITY No. 3 fitted with Iron Peg Stav. 

QUALITY No. la the same as described above tor casements hun^ at side. 



HEIGHT. 



Under 2it. 6in. : : 
2ft. 6in. and under :;tt. 



Width. 



u '-n_t*_r —ii.. 



y-y 



Circular or Gothic Heads, i^y- each. 



Qualinr i. 



41/- 
43/- 



QualitT 






4 



8/- 



/ 



Qualin* ;. 



36/- 
38/- 



Quality ja. 



3 J* 



i 

I. 



Filier? icr Greaves ?..::".e as aoove. 



Rebated Cross Bars, 1/3 each extra. Saddle Bars for lead lights, icd. each. 

Casements divided into four panes with Rebated Bars, 3/- each extra. 

Casements di\ided into sLx panes mth Rebated Bars, 5/- each extra. 

For prices of Fixed Lights, see page 36. 

Trices are for Square Heads ^ and preparation for one sheet of glass. 

IMPORT AXT.— For instructions as to ordering see pages 58 ^59. 
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SECTION No. 1a 

INWARD OPENING 
CASEMENT WITH FRAME 





i4.}iaPt: 4 ^°f*s Lr*, 



Photograph of Frame ^tcith one Casement hung at 
si(h\ Quality i (itft band), and one bung at 
bottom. Quality i . Fixed lights of L section, ^ ^dll 



IV 



ith rebated i bars for sheet glass. 



SPECIFICATION 

Each scdlion is of solid rolled English 
Mild Steel, made from rolls cut 
for our exclusive use. 
All joints cut on special milling 
machines, ensuring a perfed fit. 
The corners of Inside and Outside 
Frames are rivetted and brazed. 
The Handle Plate is a Mild' Steel 
Forging, accurately machined and 
brazed to the casement. 
All brazed joints are sandblasted. 
This process removes the brazing 
flux and scale and leaves the surface 
of the steel in a perfedl state to 
receive the paint. 

The Hinges are of Mild Steel 
Forgings bushed with Gun-metal and 
machined with great accuracy, 
The Fittings of each pattern are 
interchangeable, and of the best 
possible materials and workmanship, 
for full specification and designs, see 
pages 38 to 48. 




DETAILS 
FULL SIZE 
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HENRY HOPE & SONS 

PRICE LIST OF SECTION No. U 
CASEMENTS HUNG AT SIDE 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 
Gun-metal Handle and Gun-metal Revolving Cabin Hook. 
QUALITY No. 2 Painted as last, and fitted with Wrought-iron Handle and 
plain Cabin Hook. 

QUALITY No. la the same fittings as Quality i. The sill of the Outer 
Frame made of solid Gun-metal, and all the surfaces of the steel ground and 
finished perfedly smooth, Oiled and Painted two coats of White-lead, and 
one coat of Enamel. 

CASEMENTS of all qualities over 4ft. 6in. high are fitted-'with Gun-metal 
Double Grip Bolts working on Gun-metal plates, gripping the casement at 
top and bottom with one motion of the handle. 



HEIGHT. 



■Under 3ft. : : : : 

3ft. and under 3ft. 6 in. 

3ft. 6in. and under 4ft. 

4ft. and under 4ft. 6 in. 

4ft. 6in. and under 5ft. 
"5ft. and under 5ft, 6in. 
-5ft. 6in. and under 6ft. 













Extra tor 




Width. 


Quality 1. 


Quality 2. 


Quality la. 


rillets 








' 




for Grooves. 


• 


Under 2ft. 


+9/- 


45/- 


62/- 


2/6 






51/- 


47/- 


64/- 


3/- 






53/- 


49/- 


66/- 


3/- 






55/- 


51/- 


69/- 


3/- 






67/- 


63/- 


82/- 


4/- 






69/- 


65/- 


84/- 


4/- 






73/- 


69/- 


88/- 


4/6 



CASEMENTS HUNG AT BOTTOM 

For use over Transomes of the same seftion and hung on Pivots and Plates 

to open inwards. 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 

Gun-metal Spring Catch and Folding Side-arms. 

QUALITY No. a Painted as last, and fitted with Gun-metal Spring Catch 

and Plain Iron Side-arms. 

QUALITY No. la the same as described above for casements hung at side. 



HEIGHT. 



Under 2 ft. 6in. : : : 
2ft. 6in. and under 3ft. 



Width 



Under 2ft. 



J? 



Quality r. 



39/- 



41 



Quality 2. 



37 
39 



Quality la. 



Extra tor 

Fillets 

for Grooves 



50/- 
52/- 



2/6 
2/6 



Circular or Gothic Heads, 12/- each. 

Rebated Cross Bars, 1/3 each extra. Saddle Bars for lead Hghts, lod. each. 

Casements divided into four panes with Rebated Bars, 3/- each extra. 

Casements divided into six panes with Rebated Bars, 5/- each extra. 

For prices and sedlions of Fixed Lights, see pages 36 and 37. 

Vrtces are for Square Heads ^ a/ici preparation for o?ie sheet of glass, 
IMPORTANT, — For instructions as to orderijig see pages 58 ^ 59. 
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SECTION No. 2 

OUTWARD OPENING 
CASEMENT WITH FRAME 

Head. 






Outside. 





Inside. 



DETAILS 
FULL SIZE 




Photograph of Frame with one Casement hung at 
siWe, Quality i (left hand), and one Casement 
above tr an some hung at top, Qimlity 2. <^ll 
glazed mth leaded lights. 



SPECIFICATION 

Each seftion is of solid rolled English 
Mild Steel, made from rolls cut 
for our exclusive use. 
All joints cut on special milling 
machines, ensuring a perfect fit. 
The corners of Inside and Outside 
Frames are rivetted and brazed. 
The Handle Plate and Stay Jaw are 
Mild Steel Forgings, accurately 
machined and brazed to the casements. 
All brazed joints are sandblasted. 
This process removes the brazing 
flux and scale and leaves the surface 
of the steel in a perfect state to 
receive the paint. 

The Hinges are Mild Steel Forgings 
bushed with Gun-metal and machined 
with great accuracy. 
The Fittings of each pattern are 
interchangeable, and of the best 
possible materials and workmanship, 
for full specification and designs, see 
Paiges 38 to 48. 
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HENRY HOPE & SONS E 

PRICE LIST OF SECTION No. 2 
CASEMENTS HUNG AT SIDE 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 

Gun-metal Handle and either Gun-metal Screw and Swivel Stay or Peg Stay. 

QUALITY No. 2 Painted as last, and fitted with Wrought-iron Handle and 

Peg Stay. 

QUALITY No. la the same fittings as Quality i. The sill of the Outer 

Frame made of solid Gun-metal, and all the surfaces of the steel ground and 

finished perfectly smooth, Oiled and Painted two coats of White-lead, and 

one coat of Enamel. 

CASEMENTS of all qualities over 4ft. 6m, high are fitted with Gun-metal 

Double Grip Bolts, gripping the casement at top and bottom with one motion 

of the handle. 



HEIGHT. 



Width. 



Under 2tt. 



35 



Quality I. 



33/- 
34/- 

35/- 

37/- 

39/- 
48/- 

o/- 



Quality 2 



29 

30 
31 
33 
35 
+3 
45 



Quality la 



42/" 

43/- 

44/- 
46/- 

4 

59 
62 




Kxtra tor 

Fillets 

for Grooves 



2/6 
2/6 

3/- 
3/- 
3/- 

4/- 

4/- 



Under 2ft. bin. : : 
2ft. 6in. and under 3ft. 
3 ft. and under 3 ft. 6in. 
3 ft. 6in. and under 4ft. 
4ft. and under 4ft. 6in. 
4ft. 6in. and under 5 ft. 
5ft. and under 5ft. 6 in. 

CASEMENTS HUNG AT TOP 

For use over Transomes of the same seftion and hung on Gun-metal hinges 

to open outwards. 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 

Screw Opener to work with cord, fixed to either side of the casement, 

or jointed Arm Stay, 

QUALITY No. 2 Painted as last, and fitted with Gun-metal Peg Stay. 

QUALITY No. 3 fitted with Iron Peg Stay. 

QUALITY No. la the same as described above, for casements hung at side. 



HEIGHT. 



Under 2ft. : : : : 
2ft. and under 2ft. 6in. 
2ft. 6in. and under 3ft. 



Width. 



Under 2ft. 



j> 



5? 



Quality i. 



Quality 2. 



31 

32 

33 



29 

30 
31 



Quality 3, 



Quality la. 



28/- 
29/- 

30/- 



39/- 
40/- 

41/- 



I 



Fillets for Grooves same as above. 



Circular or Gothic Heads, ii/- each. 

Rebated Cross Bars, 1/3 each extra. Saddle Bars for lead lights, lod. each. 
Casements divided into four panes with Rebated Bars, 3/- each extra. 
Casements divided into six panes with Rebated Bars, 5/- each extra. 
For prices and sections of Fixed Lights, see pages 36 and 37. 

Trkes are for Square Heads, and preparation for one sheet of gh 
IMTORTANT.—For instructions as to ordermg see pages 58^59 
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SECTION No. 2a 

INWARD OPENING 
CASEMENT WITH FRAME 




J 




Photograph of Frame with one Casement hung at 
s/t/e. Quality i (left hand)^ and one Qasement 
bang at bottom. Quality i. Fixed lights to 
match. <iAll glazed ivith leaded lights. 



ifi 



Outside. 



SPECIFICATION 

Each sedtion is of solid rolled English 
Mild Steel, made from rolls cut for 
our exclusive use. 

All joints cut on special milling 
machines, ensuring a perfed: fit. 
The corners of Inside and Outside 
Frames are rivetted and brazed. 
The Handle Plate is a Mild Steel 
Forging, accurately machined and 
brazed to the casement. All brazed 
joints are sandblasted. This process 
removes the brazing flux and scale 
and leaves the surface of the steel 
in a perfect state to receive the 
paint. 

The Hinges are of Gun-metal, w^ith 
machine-cut joints and phosphor 
bronze pins. 

The Fittings of each pattern are 
interchangeable, and of the best 
possible materials and workmanship. 
For full specification and designs, see 
pages 38 to 48. 
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DETAILS 
FULL SIZE 
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PRICE LIST OF SECTION No. 2a 
CASEMENTS HUNG AT SIDE 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 

Gun-metal Handle and Gun-metal Revolving Cabin Hook. 

QUALITY No. 2 Painted as last, and fitted with Wrought-iron Handle and 

Plain Cabin Hook. 

QUALITY No. la the same fittings as Quality i. The sill of the Outer 

Frame made of solid Gun-metal, and all the surfaces of the steel ground and 

finished perfectly smooth. Oiled and Painted two coats of White-lead, and 

one coat of Enamel. 

CASEMENTS of all qualities over 4ft. 6in. high are fitted with Gun-metal 

Double Grip Bolts, gripping the casement at top and bottom with one motion 

of the handle. 



HEIGHT. 



Under 2ft. 6in. : : 
2ft. 6in. and under 3ft, 
3ft. and under 3ft. 6in. 
3ft, 6in. and under 4ft. 
4ft. and under 4ft. 6in. 
4ft. 6in. and under 5ft. 
5ft. and under 5ft. 6in. 



Width 



Under 2 ft. 



55 
>5 



Quality i 



Quality 2. 



39, 
4°, 

43, 

45, 
52 

54 



35 
36 



n / ~ 



37 

39/ 

41/ 
48/ 

50/ 



Quality la. 



49/- 
50/- 

54/- 
56/- 

64/ 
67 



Extra tor 

Fillets 

tor Grooves. 



2 lb 



3/- 
3/- 
3/- 
4/- 
4 



CASEMENTS HUNG AT BOTTOM 

For use over Transomes of the same sedion and hung on Pivots and Plates 

to open inwards. 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 

Gun-metal Spring Catch and Folding Side-arms. 

QUALITY No. 2 Painted as last, and fitted with Gun-metal Spring Catch and 

Plain Iron Side-arms. 

QUALITY No. la the same as described above, for casements hung at side. 



HEIGHT. 



Under 2ft. : : : : 
2ft. and under 2ft. 6in. 
2ft. 6in. and under 3ft. 



Width. 



Under aft, 



Quality I. 



>i 



?> 



33, 

34 
35 



Quality 2 



31 
32 

33 



Quality ra. 



42 

43 

44/ 



Extra tor 

Fillets 

for Grooves, 



2/6 
2/6 

2/6 



Circular or Gothic Heads, ii/- each. 

Rebated Cross Bars, r/3 each extra. Saddle Bars for lead lights, rod. each. 

Casements divided into four panes with Rebated Bars, 3/- each extra. 

Casements divided into six panes with Rebated Bars, 5/- each extra. 

For prices and sections of Fixed Lights, see pages 36 and 37. 

Tnces are fo?^ Square Heads, a7id preparation for one sheet of glass. 
IMPORTANT -For mstructwjis as to ordering see pages 58 Sf 59. 
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SECTION No. 

OUTWARD OPENING 
CASEMENT WITH FRAME 

Head. 





Photograph of Frame with one Casement hung at 
side, Quahty i (left hand), and one casement above 
transome hung at top. Quality i . e^// glazed with 




Insld 



e 



DETAILS 
FULL SIZE 




SPECIFICATION 

Each seaioii is of solid rolled English 
Mild Steel, made from rolls cut 
for our exclusive use. 
All joints cut on special milling 
machines, ensuring a perfed fit. 
The corners of Inside and Outside 
Frames are rivetted and brazed. 
The Flandle Plate and Stay Jaw are 
Mild Steel Forgings, accurately 
machined and brazed to the casements. 
All^ brazed joints are sandblasted. 
This process removes the brazing 
flux and scale and leaves the surface 
of the steel in a perfed state to 
receive the paint. 

The Hinges are Mild Steel Forgings 
bushed with Gun-metal and machined 
with great accuracy. 
The Fittings of each pattern are 
interchangeable, and of the best 
possible materials and workmanship, 
for full specification and designs, 
see pages 38 to 48. 
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HENRY HOPE & SONS E 

PRICE LIST OF SECTION No 3 
CASEMENTS HUNG AT SIDE 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 

Gun-metal Handle (any one of our smaller patterns) and Gun-metal Peg Stay, 

No. 218. 

QUALITY No. 2 Painted as last, and fitted with Wrought-iron Handle and 

Peg Stay. 

QUALITY No. la the same fittings as Quality i. The sill of the Outer 

Frame made of solid Gun-metal, and all the surfaces of the steel ground and 

finished perfectly smooth. Oiled and Painted two coats of \Annte-lead, and 

one coat of Enamel. 



HEIGHT. 



Under 2ft. : : : : 
2ft. and under 2ft. 6 in. 
2ft. 6in. and under 3ft. 
3ft. and under 3 ft. 6in. 
3ft. 6in. and under 4ft, 



Width. 



Under 2ft. 



>5 

55 



Quality I. 



28 

9 

31 







Quality 2 



24/- 
25/- 

2&/- 

27/- 
2q/- 



Quality ja 



34/ 

35/ 

36/ 

37/ 
40/ 



Extra tor 
Fillets 

for Grooves 



2/6 
2/6 
2/6 



3/- 



CASEMENTS HUNG AT TOP 

For use over Transomes of the same se(^tion and hung on Gun-metal Hinges 

to open outwards. 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 

Screw Opener to work with cord, fixed to either side of the casement, or 

jointed Arm Stay. 

QUALITY No. 2 Painted as last and fitted with Gun-metal Peg Stay. 

QUALITY No. 3 fitted with Iron Peg Stay. 

QUALITY No. la the same as described above, for casements lumg at side. 



HEIGHT. 



Under 2 ft. : : : : 
2ft. and under 2ft. 6in. 
2ft. 6in. and under 3ft. 



Width. 



Under 2ft. 






Quality I . 



26/- 

27/- 
28/- 



Quality 2. 



^3/- 
24/- 
25/- 



Quality 3. 



221- 

23/- 
24/- 



Quality la. 



32/- 
33/- 
3+/- 



Fillets for Grooves same as above 



Circular or Gothic Heads, ii/- each. 

Rebated Cross Bars, 1/3 each extra. Saddle Bars for lead lights, lod. each. 

Casements divided into four panes with Rebated Bars, 3/- each extra. 

Casements divided into six panes with Rebated Bars, 5/- each extra. 

For prices and sections of Fixed Lights, see pages. 36 and 37. 

Trkes are for Square Heads, and preparation for one sheet of glass, 
IMPORTANT.— For 'mstructwns as to ordering see pages 5S <gf 59. 
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SECTION No. ^A 

INWARD OPENING ^ 

CASEMENT WITH FRAME 





^ I 




Photograph of Frame with one Casement hun^ at 
suie. Quality i (left ha mi), and one Casanent 
above transome hung at top. Quality i. Fixed 
lights to match. ^All glazed with leaded lights 



SPECIFICATION 

Each seftion is of solid rolled English 
Mild Steel, made from rolls cut 
for our exclusive use. 
All joints are cut on special milling . 
machines, ensuring a perfed fit. 
The Corners of Inside and Outside 
Frames are rivetted and brazed. 
The Handle Plate is a Mild Steel 
Forging, accurately machined and 
brazed to the casement. All brazed 
joints are sandblasted. This process 
removes the brazing flux and scale 
and leaves the surface of the steel in 
a perfed state to receive the paint. 
The Hinges are of Gun-metal, with 
machine-cut joints and phosphor 
bronze pins. 

The Fittings of each pattern are 
interchangeable, and of the best 
possible materials and workmanship, 
for full specification and designs, see 
pages 38 to 48. 




DETAILS 
FULL SIZE 
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SONS E 



PRICE LIST OF SECTION No 2a 
CASEMENTS HUNG AT SIDE ^ 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 

Gun-metal Handle (any one of our smaller patterns) and Gun-metal Revolving 

Cabin Hook. 

QUALITY No. 2 Painted as last, and fitted with Wrought-iron Handle and 

Plain Cabin Hook. 

QUALITY No, la the same fittings as Quality 1. The sill of the Outer 

Frame made of solid Gun-metal, and all the surfaces of the steel ground and 

finished perfedly smooth, Oiled and Painted two coats of White-lead, and 

one coat of Enamel. 



HEIGHT 



Under aft. : : : 

2ft. and under 2ft. 6in. 
aft. 6in. and under 3ft. 
3ft. and under 3ft. bin. 
3ft. bin. and under 4ft. 



Width. 



Under 2ft. 



35 



3J 



Quality i. 



32, 

33. 
34, 
35 
37 



Quality 2. 



28/- 
29/- 

30/- 

31/- 
33/- 



Quality la. 



40 

42 

43, 
4b 



Extra for 

Fillets 

for Grooves, 



2 

2 
2 

3 

3 



b 
b 
b 



CASEMENTS HUNG AT BOTTOM 

For use over Transomes of the same section and hung on Pivots and Plates 

to open inwards. 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 

Gun-metal Spring Catch and Folding Side-arms, 

QUALITY No. 2 Painted as last, and fitted with Gun-metal Spring Catch and 

Plain Iron Side-arms. 

QUALITY No. la the same as described above, for casements hung at side. 



HEIGHT 



Under 2ft. : : : : 
2ft. and under 2ft. bin. 
2ft. bin. and under 3ft. 



Width. 



Under 2ft. 



>) 



Quality i. 



27/- 
28/- 

29/- 



Quality 2. 



25/- 

26/- 
27/- 



Quality ra^ 



33/ 
34/ 
35/ 



Extra for 

Fillets 

for Grooves , 



2/b 
2/6 
2I6 



Circular or Gothic Heads, ii/- each extra. 

Rebated Cross Bars, 1/3 each extra. Saddle Bars for lead lights, lod. each. 

Casements divided into four panes with Rebated Bars, 3/- each extra. 

Casements divided into six panes with Rebated Bars, 5/- each extra. 

For prices and sections of Fixed Lights, see pages 3b and 37, 

Traces are for Square Heads ^ and preparation for one sheet of glass, 
IMPORTANT.— For instructions as to ordering see pages 58 <§P 59. 
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MOULDED SECTION 

OUTWARD OPENING 
CASEMENT WITH FRAME 





FULL SIZE 




I 




f SPECIFICATION 



4 





■ 

i 
1 

















■ 










'^^"**!^_ 



iiidift 



tiMQ^t^SsHS li 



Photograph of Frame with one Casement hung at 
side, QMaiity i (left handf and one han^ at top. 
Quality I . <tAi I glazed with leaded lights". 



Each sedlion is of solid rolled English 
Mild Steel, made from rolls cut 
for our exclusive use. 
All joints cut on special milling 
machines, ensuring a perfed fit. 
The Corners are rivetted and brazed. 
The Handle Plate and Stay Jaw 
are Mild Steel Forgings, accurately 
machined and brazed to the casements. 
All brazed joints are sandblasted. 
This process removes the brazing 
flux and scale and leaves the surface 
of the steel in a perfeft state to 
receive the paint. 

The Flinges are Mild Steel Forgings 
bushed with Gun-metal and machined 
with great accuracy. 
The Fittings of each pattern are 
interchangeable, and of the best 
possible materials and workmanship. 
For illustrations and full specification, 
see pages 38 to 48. 
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HOPE 




SONS 




PRICE LIST OF MOULDED SECTION 
CASEMENTS HUNG AT SIDE 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 

Gun-metal Handle and either Gun-metal Screw and Swivel Stay or Peg Stay. 

QUALITY No. 2 Painted as last, and fitted with Wrought-iron Handle and 

Peg Stay. 

QUALITY No. la the same fittings as Quality i. The sill of the Outer 

Frame made of solid Gun-metal, and all the surfaces of the steel ground and 

finished perfectly smooth, Oiled and Painted two coats of White-lead, and 

one coat of Enamel. 

CASEMENTS of all qualities over 4ft. 6in. high are fitted with Gun-metal 

Double Grip Bolts working on Gun-metal plates, gripping the casement at 

top and bottom with one motion of the handle. 













Exti'a for 


HEIGHT. 


Width. 


Quality I. 


Quality 2. 


Quality la. 


Fillets 












for Grooves, 


Under 3ft. : : : : : 


Under aft. 


46/- 


42/- 


58/- 


2/6 


3ft. anc. uncer 3ft. 6in. : 




48/- 


44/- 


60/- 


3/- 


3ft. 6in. and under 4ft, : 




50/- 


46/- 


62/- 


3/- 


4ft. and under 4ft. 6in. : 




5^/- 


48/- 


65/- 


3/- 


4ft. 6in, and under 5ft. : 




66/- 


61/- 


79/- 


4/- 


5ft, anc. uncer 5ft. 6in. : 




68/- 


63/- 


82/- 


4/- 


5ft. 6in. and under 6ft. : 




71/- 


66/- 


84/- 


4/6 



CASEMENTS HUNG AT TOP 

For use over Transomes of the same section and hung on Gun-metal Hinges 
to open outwards. 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 
Screw Opener to work with cord, fixed to either side of the casement, or 

jointed Arm Stay. 

QUALITY No. 2 Painted as last, and fitted with Gun-metal Peg Stay. 

QUALITY No. 3 fitted with Iron Peg Stay. 

QUALITY No. la the same as described above for casement s hung at side> 



HEIGHT. 



Under 2ft. 6in. : : 
2ft. 6in. and under 3ft. 



Width. 



Under 2ft. 



5J 



Quality I. 



9 - 



42/ 
44 



Quality 2. 



39 
41 



Quality 3. 



37/- 
39/- 



Quality I a. 



52/- 
54/- 






Fillets for Grooves same as above. 



Circukir or Gothic Heads, 12/- each. ^ 

Rebated Cross Bars, 1/3 each extra. Saddle Bars for lead lights, lod. each 
Casements divided into four panes with Rebated Bars, 3/- each extra. 
Casements divided into six panes with Rebated Bars, 5/- each extra. 
For prices and seftions of Fixed Lights, see pages 36 and 37. 

Trices are for Square Heads, and preparatt07t for one sheet of glass, 
IMPORTANT— For instructions as to ordering see pages 58 M' 59. 
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No. 8 



SECTION 

OUTWARD OPENING 
CASEMENT WITHOUT FRAME 

Head. 



■<>~^m 





Outside. 





Jamb. 





Inside 



DETAILS 
FULL SIZE 



y: 





— 




— 


. 














---"••■■I 







ff.ffo/'^ A Sons i:^ 



Photograph of Frame with one Casement huno- at 
Side, Quality 2 (left-hand), and one Casement 
hung at top. Quality 2. <tAll glazed with leaded 
lights with fs//;. leads. 



SPECIFICATION 

The sedion is of solid rolled English 
Mild Steel, made from rolls cut 
for our exclusive use. 
All joints cut on special milling 
machines, ensuring a perfect fit. 
The Corners are rivetted and brazed. 
The Handle Plate and Stay Jaw are 
Mild Steel Forgings, accurately 
machined and brazed to the casements. 
All brazed joints are sandblasted. 
This process removes the brazing 
flux and scale and leaves the surface 
of the steel in a perfed state to 
receive the paint. 

The Hinges are of the Hook-and-Band 
pattern, the Hook being of Gun- 
metal, and the Band of Wrought-iron. 
The Fittings of each pattern are 
interchangeable, and of the best 
possible materials and u^orkmanship. 
For illustrations and full specification, 
see pages 38 to 48. 
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HOPE & SONS E 



CASEMENTS HUNG 



8 



QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 
Gun-metal Handle (any one of our smaller patterns) and Gun-metal Peg Stay, 
No. 218. 

» 

QUALITY No. 2 Painted as last, and fitted with Wrought-iron Handle and 
Bronze Cabin Hook. 

QUALITY No. la the same fittings as Quality i. The surfaces of the steel 
ground and finished perfeftly smooth, Oiled and Painted two coats of White- 
lead, and one coat of Enamel. 



HEIGHT. 



Under 2ft. : : : : 
2ft. and under 2ft. 6in. 
2ft. 6in. and under 3ft. 
3ft. and under 3ft. 6in. 
3ft, 6 in. and under 4ft. 



Width. 



Under 2 feet. 



55 



Quality r. 



16/- 
16/6 

17/- 

r8/- 
19/- 



Quality 2 



14/- 
14/6 

15/- 
16/- 



Quality la. 



18/- 
18/6 

19/- 
20/- 
21/- 



CASEMENTS HUNG AT TOP 

For use over Transomes of the same sedion and hung on Hook Hinges to 
open outwards. 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 

Gun-metal Peg Stay, No. 218. 

QUALITY No. 2 fitted with Iron Peg Stay. 

QUALITY No. la the same as described above, for casements hung at side. 



HEIGHT. 



Under 2ft. 6in, : : 
2ft. 6in. and under '^ft. 



Width. 



Under 2 teet. 



>> 



Quality [. 



16/6 

17/- 



Qualitv 2 



15/6 
16/- 



Quality I a 



18/6 
19/- 



eac 



Circular or Gothic Heads, 5/- each extra. 

Rebated Cross Bars, 1/3 each extra. Saddle Bars for lead lights, 8d. 
Casements divided into four panes with Rebated Bars, 3/- each extra. 
Casements divided into six panes with Rebated Bars, 5/- eacli extra. 
For prices and sections of Fixed Lights, see pages 36 and 37. 

Traces are /or Square Heads ^ and preparatioft for o?te sheet of glass. 
IMPORTANT.- For instructions as to ordering see pages 581^ 59. 
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SECTION No. 

OUTWARD OPENING 
CASEMENT WITHOUT FRAME 

Head. 




Outside. 





Jamb 




III 

I m I 

K ■ I 

I I 






— 


■ 


— 


^ 



^'W^'t ^ So«a L'-' 



^ 



Photograph- of Frame with one Casement hung at 
s?de,.Quairty i( left-hand )^.and one Casement hung 
at top. Quality i. ^11 glazed with leaded lights 
with Hin, leads. 





Inside. 



Sill. 



DETAILS 
FULL SIZE 



SPECIFICATION 

The sedrion is of solid rolled English 
Mild Steel, made from rolls cut 
for our exclusive use. 
All joints cut on special millin 
machines, ensuring a perfeft fit. 
The Corners are rivetted and brazed. 
The Handle Plate and Stay Jaw 
are Mild Steel Forgings, accurately 
machined and brazed to the casements. 
All brazed joints are sandblasted. 
This process removes the brazing 
flux and scale and leaves the surface 
of the steel in a perfedl state to 
receive the paint. 

The Hinges are of the Hook-and- 
Band pattern, the Hook being of 
Gun-metal and the Band of Wrought- 
iron. 

The Fittings of each pattern are 
interchangeable, and of the best 
possible materials and workmanship. 
For illustrations and full specification, 
see pages 38 to 48. 
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SONS E 

"^ No. 9 



CASEMENTS HUNG AT SIDE 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 
Gun-metal Handle and either Gun-metal Screw and Swivel Stay or Peg Stay. 
QUALITY No. 2 Painted as last, and fitted with Wrought-iron Handle and 
Peg Stay or two Bronze Cabin Hooks. 

QUALITY No. la the same fittings as Quality i. All the surfaces of the 
steel ground and finished perfedly smooth, Oiled and Painted two coats of 
White-lead, and one coat of Enamel. 



HEIGHT. 



Under 2ft. : : : : 
2ft. and under 2ft. 6in. 
2ft. 6in. and under 3ft. 
3ft. and under 3ft. 6in, 
3it. 6in. and under 4ft. 
4.ft. and under 4ft. 6in. 



Width. 



Under 2 feet. 



5) 

5? 



Quality I. 



20/- 
21/- 
2 2J- 

23/- 
24/0 

26/- 



Quality 2, 



18/- 



19 

zoj- 
22/6 

24/- 



Quality la. 



22/6 
23/6 

24/6 
25/6 

29/- 



CASEMENTS HUNG AT TOP 

For use over Transomes of the same section and hung on Hook Hinges to 

open outwards. 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 

Gun-metal Peg Stay. 

QUALITY No. 2 fitted with Iron Peg Stay. 

QUALITY No. la the same as described above, for casements hung at side. 



HEIGHT. 



Under 2ft, 6in. : : 
2ft. 6in. and under 3ft 



Width 



Under 2 feet. 



j> 



Quality i. 



Quality 2. 



21/- 

22/- 



20/- 
21/- 



Quality la. 



3/6 



24/6 



Circular or Gothic Heads, bj- each extra. 

Rebated Cross Bars, 1/3 each extra. Saddle Bars for lead lights, lod. each. 

Casements divided into four panes with Rebated Bars, 3/- each extra. 

Casements divided into six panes with Rebated Bars, 5/- each extra. 

For prices and sections of Fixed Lights, see pages 36 and 37. 

T^rices are for Square Heacisy a?i(l preparatio?i for one sheet of glass. 
IMPORTANT. — For instructions as to order iftg see pages 58 &' 59. 
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HOPE'S CLEANING CASEMENTS 

SECTION No. Ic. 




Photograph of Frame %vii/j one caseme/il hinig on vertical pivots. Quality i , and tlVo fixed 
lights, ail with 1 I)ars and glazed with ■ sheet glass./ It mil be obserl>ed that the outside of 
the casement and the two fixed lights can all he- cleaned from the inside. zAmple space is 
allowed pr cleaning without an objectionable projection of the casement inside 

SPECIFICATION 

Each sedion is of solid rolled Steel. The Weather Bars are Gun-metal. 
The Hinges are Gun-metal of great strength, and entirely machine-made with 
phosphor bronze pins. 

There is an ample Condensation Channel in the bottom rail of the frame. 
The inward openmg portion of the Casement is not cut away, the full strength 
of the sedion being preserved throughout. [; ' 

The method ;of manufadlure is the same as with all our Casements. The joints 
are made on milling machines of great precision, and no operation is left to 
the chance of bad workmanship by hand labour. Every joint after machining 
is rivetted, brazed and sandblasted, and the finished Casements are subjeded 
to a rigid mspedion before being despatched. 

The Handle Plate and Stay Jaw are of Mild Steel Forgings, accurately machined 
and brazed to the casements. 

The Fittings of each pattern are interchangeable, and of the best possible 
materials and workmanship. For designs and full specification,^see pages 38 to 48. 

^QfY^^f' rT '^''T'^ ^^''' ^''^^'''" ^' '""''^ ^^'' demand for a Casement the outside 
,,.- . ,, ^ , J^ ^^^"^^' ^^^ ff cleaned f'om the inside. Many complicated methods ha^e been 

o^ene \fl I J fl'^'''' ^f^' ^^^ '^^ '^'''' '^' ^^''^'''' ^'^^ ^'^ ^^'^Me parts, and is 
floforrl %'i """ ''"^'"fy casement; the same movement used for ventilation applies 

a J for h^tij/ " real economy rn the use of -Ropes Cleamng Casementsr plttcu- 

Z at S ^Trt ^"^- '" ''''''/'''''■ "^f^^ ->^^^ ^'- cost of cleaning \uukly repays the first 
ttL^':^';:^ '' '^-'y recommended}o'rvery'lJge\asemits. 

mVoTr^'N^^^^ ^'^^^^^^^^^^ P-^P-ramnfor one sheet of glass, 
^^"^^^^i^d^iyi -tor instructions as to orderi7tg see pages 58 (^ 59. 
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HOPES CLEANING CASEMENTS 

PRICE LIST OF SECTION No.lc. 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 
Gun-metal Handle and either Gun-metal Screw and Swivel Stay or Peg Stay. 
QUALITY No. 2 Painted as last, and fitted with Wrought-iron Handle and 
Peg Stay. 

QUALITY No. la the same fittings as Quality i. The sill of the Outer 
Frame made of solid Gun-metal, and all the surfaces of the steel ground and 
finished perfectly smooth, Oiled and Painted two coats of White-lead, and 
one coat of Enamel. 

CASEMENTS of all qualities over 4ft. 6in. high are fitted with Gun-metal 
Double Grip Bolts (see page 47), gripping the casement at top and bottom 
with one motion of the handle, and a handle in the middle of the inward opening 
side for additional security. 



HEIGHT. 



Under 3ft, 6in. : : 
3 ft. 6in. and under 4ft. 
4ft. and under 4ft. 6in. 
4ft. 6in. and under 5ft. 
5 ft. and under 5ft. 6in. 
5ft. 6in. and under 6ft. 
6ft. and under 6ft. 6in. 
6ft. 6in. and under 7ft. 



Width 



Under 3 feet. 



5? 



Quality I 



70/- 

73/- 
76/- 

90/- 

93/- 
96/- 

99/- 
102/- 



Quality 



66/- 
69/- 

72/- 
85/- 

88/- 
91/- 

94/- 
97/- 



Quality la, 



Kxtra for 

Fillets 

tor Grooves 



83/- 

86/- 
89/- 

103/- 
106/- 

1 10/- 

113/- 
117/- 



4, 
4/6 

5/- 
5/6 
6/- 

6/6 

7/- 
7/6 



Rebated Cross Bars, 1/3 each extra. Saddle Bars for lead lights, lod. 
Casements divided into four panes with Rebated Bars, 3/- each extra. 
Casements divided into six panes with Rebated Bars, 5/- each extra. 



Head. 



eac h 




DETAILS 
FULL SIZE 
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HOPES CLEANING CASEMENTS 

SECTION No. 2 c. 




Photcgraph of Frame ivith no casanents hunt on vertln,! ft/wTn^^^^^^^^T 
■^ith kaded Ihhts. It ici// k- ohscr^,.'d thr,f fh ^ , Y","" C'^""'-' !?""^'0' ^ all glazed 

lights can all be cle^ I %^Xinde J2 f --"^-''^ the adjoining J,,ed 

objectlonahle projection of the cZelt Innt ^^' '^"^ " "'""^'d Jor cleaning .without an 

SPECIFICATION 

l"e mti" rr '^'^ ""f^'^^^'' ^^" Weather Bars are Gun-n.etal. 
There is an ample Condensation Channel in the bottom rail of the frame 

The method of manufpf^nrp ic ^K^ .^ • i n 

wi liidiiuidcture IS me same as with all our Ca^^empnrc t^K^ • ■ 
are made on mi lino- nTnrhi'n-^c ^-T ■ . '' ^^^ ^^^^nients. IJiejomts 

the chance of bad w^orkm n ; t S /i:™'/'^' •°°P"r'^ ^^ ^^^^ ^° 
is rivetted, brazed and sandbksted, nd the fidshedT^ ^""' '^''' "'l^'""^« 
to a rigid inspection before being de'spatched ""'""'"'^ '^^ ^"^J'^^^'^ 

and^^aSfto'tt ::lt^/^^^^ ^" ^''^^'^ '^^^^ ^"^g^^^' ™ly -chined 

la^ilTSi::^^^^^ of the best possible 

NOTT? specihcation, see pages 3 8 to 48. 

All of the^se patents invoke ie u e of mor?''T'' ^""'^^^ '"^^ ^''' ^^^ y^-^- 
and experience has proved that these 071^ ^^niphcated movable parts, 

give far too much trouble to hose whoT ^"''\ ''"" ^^^'^ ^'^ 8°°^ order 
conditions, exposure to the atmoLw A '^ "'' '^''™- ^^^" "'^^^^^ ^^^ bes 
speedily render any movab d^eT to. l/ "''""'"^ P^"^^^^^! P^i^^ing 
movable parts in oj " Cleaning C s L , .'1 ™serv:ceable. There ^re nf 
perfed construftion. The ooeninr! J ' *'' ""^"^ ^'^^ ^^^ simplicity and 

ordn.ary casement, and d^t a'reTo", t^^^^^^ "^^'T"." ''' ^^^ ^^^^ ^ ^ - 
by a window cleaner. reversing devices which can be left unfastened 

Tnces are for Square Hearh ^^V >. . 

^^^^^ing see pages 58 ^ ^q. 
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HOPE'S CLEANING CASEMENTS 

PRICE LIST OF SECTION No. 2 c. 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 
Gun-metal Handle and either Gun-metal Screw and Swivel Stay or Peg Stay. 
QUALITY No. 2 Painted as last, and fitted with Wrought-iron Handle and 
Peg Stay. 

QUALITY No. la the same fittings as Quality i. The sill of tlie Outer 
Frame made of solid Gun-metal, and all the surfaces of the steel ground and 
finished perfectly smooth. Oiled and Painted two coats of White-lead, and 
one coat of Enamel. 

CASEMENTS of all qualities over 4ft. 6in. high are fitted with Gun-metal 
Double Grip Bolts (see page 47), gripping the casement at top and bottom 
with one motion of the handle, and a handle in the middle of the inward opening 
side for additional security. 



HEIGHT. 



Under 2ft. 6in. : : 
2ft. 6in. and under 3ft. 
3ft. and under 3ft. 6in. 
3ft. 6in. and under 4ft. 
4ft. and under 4ft. 6in. 
4ft. 6in. and under 5ft, 
5ft. and under 5ft. 6in. 



Width. 



Under 2 ft. 



n 



?5 



J) 



n 



yj 



>) 



Quality I. 



49 

50, 

51/- 
52 

54/- 
70/- 



Quality 2. 



45/- 
46/- 

47/- 
48/- 

50/- 

66/- 

67/- 



Quality 



la. 



59/- 
60/- 

61/- 

65/- 
82/- 
84/- 



Extra tor 

Fillets 
tor Grooves, 



3/6 
3/6 

4/- 
4/6 

5/- 

5/6 
5/6 



Rebated Cross Bars, 1/3 each extra. Saddle Bars for lead lights, lod. each. 
Casements divided into four panes with Rebated Bars, 3/- each extra. 
Casements divided into six panes with Rebated Bars, 5/- each extra. 

Head. 




DETAILS 
FULL SIZE 









f 



^ 
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HENRY HOPE & SONS E 

FOLDING CASEMENTS ©- FRAMES 




Fhotograph of Frame with one parr of Casennnits over ^ft. bin. high. Section i, Quality i, and 
tuDO L section fixed lights. (tAIi mth 1 /m?'s and glazed with sheet glass. 

SPECIFICATION 

Eachjsedlion is of solid rolled English Mild Steel. 

All joints cut on special milling machines, ensuring a perfedt fit. 

The Corners of Inside and Outside Frames are rivetted and brazed. 

The^ Handle Plate and Stay Jaws are Mild Steel Forgings, accurately machined 

andj^ brazed to the casement. 

All brazed joints are sandblasted. This removes the brazing flux and 

scale and leaves the surface of the steel in a perfed state to receive the paint. 

The Hinges are of Mild Steel Forgings bushed with Gun^metal and machined 

with great accuracy. 

The Fittings of each pattern are interchangeable, and of the best possible 
materials and workmanship. For specification and designs see pages 38 to 48. 

INI U 1 XL. — The above casements can be made with a mullion in the 

centre, at an extra cost of 10 per cent, to the prices on page 29. 

bo ding Casements and Frames to open INWARDS of Sections la and 2a 

wiJl be supplied at the same prices. 

For prices and sedions of Fixed Lights, see pages 36 and 37. 

Where Casements are used as doors, the Stays are omitted and Gun-metal 

Cabm Hooks provided instead, at a reduction of 5/- each for Quality i, and 

4/- each for Quality 2. ^75 

rAlpnP^/T7/^''r' ^'^^'' and preparatton for one sheet of glass, 
imruKlJilM I,-tor mstructtons as to ordering see pages 58 (§f 59, 
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HOPE &? SONS 

FOLDING CASEMENTS & FRAMES 
PRICE LIST OF SECTION No. I 

QUALITY No. i Oiled and Painted two coats of White-leadj and fitted with 
Gun-metal Handle on right-hand casement and two Gun-metal Bolts on 
left-hand casement, &f either Gun-metal Swivel Stays or Peg Stays. 
QUALITY No. 2 Painted as last, and fitted with Wrought-iron Handle and 
Gun-metal Bolts as last, and Wrought-iron Peg Stays. 

QUALITY No. la the same fittings as Quality i. The sill of the Outer 
Frame made of solid Gun-metal, and all the surfaces of the steel ground and 
finished perfedly smooth, Oiled and Painted two coats of White-lead, and 
one coat of Enamel. 

Casements of all qualities over 4ft. 6in, high are fitted with Gun-metal 
Espagnolette Bolt (see page 47) on the right-hand casement, gripping both 
casements at top and bottom with one motion of the handle, and a fixed 
handle on the left-hand casement. 



HEIGHT. 



Under 4ft. : : : : 
4ft. and under 4ft. 6in. 
4ft. 6in, and under 5ft. 
5ft. and under 5ft. 6 in. 
5ft. 6in. and under 6ft, 
6ft. and under 6ft. 6in. 
6ft. 6in, and under 7ft. 



Width. 



Under 4ft. 



5> 

J) 

?7 



Quality I 



98 
102 
124 

128 



32 



Quality 2. 



91/- 

95/- 
117/- 

I2l/~ 
125/- 

130/- 
136/- 



Quality I a. 



120 
124 
146 
161 

161 
167 



Extra tor 

Killets 

tor Grooves. 



+/- 

+/6 
4-/6 

5/- 

5/6 
6/6 

7/6 



PRICES OF SECTION No.2 f 



or 



detail 



see page 10. 



Under 3ft. 6in. : : 
3ft. 6 in. and under 4ft. 
4ft. and under 4ft. 6 in. 
4ft. 6in. and under 5ft. 
5ft. and under 5ft. 6in. 



Under 4ft 






80 

84./ 

88/ 
109/ 

"3/ 



73/ 

77/ 
81/ 

102/ 
106/ 



100/ 
10+/ 
109/ 

130/ 
135' 



4/- 

4/- 
4/6 

4/6 
5/- 



Rebated Cross Bars, 1/3 each extra. Saddle Bars, lod. each. 
Casements divided into four panes with Rebated Bars, 3/- each extra. 
Casements divided into six panes with Rebated Bars, 5/- each extra. 
Circular or Gothic Heads, 20/- each extra. 




DETAILS OF SECTION No. 1 
FULL SIZE 




Inside. 



29 
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SWINGING CASEMENTS with Frames 







Photograph of Wifidow Frame with two Swhiging 
^ytfl glazeJ mth leaded lights w diamond panes. 



Casements^ Section 14, Quality 



Head. 




Outside. 



DETAILS FULL SIZE 



III 
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HENRY HOPE & SONS E 

SWINGING CASEMENTS with Frames 
SPECIFICATION 

Each sedlion is of solid rolled English Mild Steel. 

All joints cut on specially designed milling machines, ensuring a perfed fit. 

The Corners of Inside and Outside Frames are rivetted and brazed. All brazed 

joints are sandblasted. This process removes the brazing flux and scale and 

leaves the surfece of the steel in a perfed: state to receive the paint. 

Tlie Hinges are Gun-metal, entirely machine-made, with phosphor bronze pins. 

The Fittings are of the best possible materials and workmanship. 

PRICE LIST OF SECTION No. 15 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 
Gun-metal Spring Bolt and Cord Cup and Pulley. 

QUALITY No. 2 Painted as last, and fitted with Cord Cup and Pulley. 
QUALITY No. la the same fittings as Quality i. The surfaces of the 
steel ground and finished perfedlly smooth. Oiled and Painted two coats of 
White-lead, and one coat of Enamel. 



HEIGHT. 



Under 2 ft. 6in. : : 
2ft. 6in. and under 3ft. 
3ft. and under 3ft. 6in. 
3ft. 6in. and under 4ft. 



Width. 



Under 2ft. 



55 



Quality i. 



29/- 

30/- 
31/6 
3+/- 



Quality 2. 



27/- 
28/- 

29/6 
32/- 



Quality la. 



32/- 

33/- 
34/^ 
37/- 



Extra for 

Fillets 
tor Grooves, 



2/6 
2/6 



PRICE LIST OF SECTION No. 14 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 
Gun-metal Spring Bolt and Cord Cup and Pulley. 

QUALITY No. 2 Painted as last, and fitted with Cord Cup and Pulley. 
QUALITY No. la the same fittings as Quality i. The surfaces of the 
steel ground and finished perfedly smooth, Oiled and Painted two coats of 
White-lead, and one coat of Enamel. ^ 



HEIGHT. 



Under 2ft. : : : 
2ft. and under 2ft. 6in, 
2ft. 6in. and under 3ft, 



Width. 



Under 2ft. 



3? 

3? 



Quality i 



26/- 

27/- 
28/6 



Quality 2. 



24/- 

25/- 
26/6 



Quality j a, 



29/- 

30/- 
31/6 



Extra tor 

Fillets 

for Grooves, 



2/6 
2/6 

3/- 



-1 



Circular or Gothic Heads, 6/- each extra. 

Rebated Cross Bars, 1/3 each extra. Saddle Bars for lead lights, rod. each. 

Casements divided into four panes with Rebated Bars, 3/- each extra. 

Casements divided into six panes with Rebated Bars, 5/- each extra. 

For prices and sedlions of Fixed Lights, see pages 36 and 37. 

Tnces are for Square Heads, and preparation for one sheet of glass, 
IMTORTANT-For instructions as to ordering see pages 58 Sf 59. 
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SWINGING CASEMENTS with Frames 




Photograph of Window Frame with two Swinging 
glazed with leaded lights. 



No. 13 




Casements, Section 1 1 , Quality 2 . e^// 



Head 



i 



No. I I 
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Outside. 




Outside. 



^H^-- 


1 


1 


1 














Wopci, 



Sill 




DETAILS FULL SIZE 
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HENRY HOPE & SONS E 

SWINGING CASEMENTS with Frames 
SPECIFICATION 

Each seftion is of solid rolled English Mild Steel. 

All joints cut on specially designed milling machines, ensuring a perfeft fit. 

The Corners of Inside and Outside Frames are ri vetted and brazed. All brazed 

joints are sandblasted. This process removes the brazing flux and scale and 

leaves the surface of the steel in a perfed state to receive the paint. 

The Fittings are of the best possible materials and v^orkmanship. 

PRICE LIST OF SECTION No. 13 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 

Gun-metal Spring Bolt and Cord Cup and Pulley. 

QUALITY No. 2 Painted as last, and fitted with Cord Cup and Pulley. 



HEIGHT. 



Under 2ft. : : : : 
2ft. and under 2ft. 6in. 
2ft. 6in. and under 3ft. 



Width. 



Under 2 feet. 



yi 



Quality I 



18/6 

I 

20/- 




Qualit) 



r 1 



ibjb 
I 

18 




Extra tor 

Fillets 

for Grooves. 



2/6 
2/6 
2/6 



PRICE LIST OF SECTION No. 1 1 

QUALITY No. i Oiled and Painted two coats of White-lead, and fitted with 

Gun-metal Spring Bolt and Cord Cup and Pulley. 

QUALITY No. 2 Painted as last, and fitted with Cord Cup and Pulley. 



HEIGHT. 



Under 2ft. .• : : : 
2ft. and under 2ft. 6in. : 
2ft. 6in. and under 3ft. : 



Width. 



Under 2 feet. 



)) 



5? 



Quality r. 



16/6 
I 

18/- 




Quality 1. 



14/6 
16/- 



Extra tor 

Fillets 

tor Grooves, 



2/6 
2/6 
2/6 



Circular or Gothic Heads, 6/- each. 

Rebated Cross Bars, 1/3 each extra. Saddle Bars for lead lights, lod. each 

Casements divided into four panes with Rebated Bars, 3/- each extra. 

Casements divided into six panes with Rebated Bars, 5/- each extra. 

For prices and sedions of Fixed Lights, see pages 36 and 37. 

Trices are for Square Heads, and preparation for 07te sheet of glass. 
IMPORTANT.— For instructions as to ordermg see pages 58 &" 59. 
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HOPPER CASEMENTS 

SECTION No. 12 A As detail below. 

QUALITY No. i fitted with Gun-metal Spring Bolt and Pulleys, to work with 

cords, up to 2ft. 6in. high, 22/- each. , . , 

QUALITY No. 2 fitted with Gun-metal Spring Bolt, to work with wmdow 

stick, 20/- each. 

SECTION No. I2B Stronger Seaion. 
QUALITY No. i as above, up to 3ft, 6m. high x 3ft. wide, 32/- each. 

QUALITY No. 2 „ „ „ „ ,, 3^/- „ 

Saddle Bars for leaded Ughts, lod. each extra. Fillets for grooves, 1/9 each extra. 




Photograph of Frame m't/j one Hop- 
per, Quality i , glaxed wit/i leaded 
lights. 




FEN RY HOPE 

AND 

JON/LIMITED 

BIRMINGHAM- 



DETAILS 

FULL SIZE 





Vertical Section 
through Hopper, 



Section through 
famh andChee]{. 



X 
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N.A.P. PASSABLE HOPPER CHEEKS 

Manufactured under Licence from the Patentees. 




"Photograph of Frame wth two hopper casements, one resting on face-plate, the other 
^^ passed,'' or free for cleaning. 

As will be seen from the photograph, these cheeks are designed to allow 
of fanlights being folded right back for cleaning. The face-plates, on 
which the fanlights rest when open, are provided with inclined slots and 
hung on pins attached to the cheeks. Both plates can be raised with a 
lateral motion by means of hooks provided for the purpose, so that the 
ianlight can pass. One only of each pair is provided with a simple catch 
to keep the face-plate in its raised position, so as to leave both hands free 
to hold the other plate back while opening the fanlight. On releasing 
the hooks both plates automatically return to their original position. 



HEIGHT, 



2ft. and under 
2ft. 6in. and under 
3ft. and under 
ft. 6in. and under 






Prices 
per pair. 



9/6 
10/6 
1 1/9 

13/- 



Fittings suitable for N.A.P. Cheeks, 
or Plain Cheeks. 



Gun-metal Ball Catches, 3/- per pair. 
Gun-metal Spring Catch and 

Striking Plate, 3/3 each. 
Gun-metal 3in. Butts, 2/- per pair. 



It an iron bar is required to connedl the tops of cheeks to ensure 
greater rigidity, ij- each extra. 

PLAIN HOPPER CHEEKS 

Similar to above but without patent 
N.A.P. passable face-plates. 
Any size up to 3ft. high, 7/- per pair. 
Prices of spring catches, hinges, etc^ 
same as above. 




'Photograph of Frame shewing 

wood fanlight open and resting on 

face-plates of plain hopper cheeks. 
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FIXED LIGHTS 



■^ 



DETAILS 
FULL SIZE. 





K.NRYHOPE 

AND 

JON/ LIMITED 

BIR.MINGHAM- 




am 



b. 



SECTION No. I 



iin.x^/4in 





\\ 



SECTION No. 2 





ZIr 




flSPL'S. 



r 



Jamb 



SECTION No. 3 




I V+in.xS/^in 





4m. XI in. 

ANGLE SECTIONS 
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HENRY HOPE 




SONS E 



PRICE LIST OF FIXED LIGHTS 
SECTIONS Nos. i, 2 @> 3 

Made of Rolled Steel, as full size details shewn on the opposite page, 

shewing the same bulk of metal as the Opening Casements. 

Seaions i and 2 have Gun-metal Condensation Channels on the Bottom Rail. 



HEIGHT. 



Under 2ft. : : : 
2ft. and under 2ft. 6in. 
2ft. 6in. and under 3ft. 
3ft. and under 3ft. 6in. 
3ft:. 6in. and under 4ft. 
4ft. and under 4ft. 6in. 
4ft. 6in. and under 5ft. 
5ft. and under 5ft. 6in. 
5ft. 6in. and under 6ft. 



Width. 



Under 2ft. 



Seed 



on I . 



'51- 
16/- 

^7/- 
18/- 

20/- 
21/- 
22/- 
24/- 
26/- 



Section 2. 



II 
12 

13 

14 
16 

17 
18 

20 

22 



Section j. 



7/6 

8/- 
. 8/6 

9/- 

10/- 
I ij- 

izl- 

14/- 
16 - 



Circular or Gothic Heads, Sedion i, 6/- each. Sedtions 2 and 3, 
Other extras, see foot of page 

ANGLE SECTIONS 

Made of Rolled Steel as full size details on the opposite page. 



4 



- eacn 



1 



HEIGHT. 



Under 2ft. : : : 
2 ft. and under 2 ft. 6in. 
2 ft. 6in. and under 3 ft. 
3ft. and under 3ft. 6in. 
3ft. 6in. and under 4ft. 
4ft. and under 4ft. 6in. 
4ft. 6in. and under 5 ft. 
5ft. and under 5 ft. 6in. 
5 ft. 6in. and under 6ft. 



Width. 



Under 2ft. 



I V; m. X nn 



5/6 

6/- 
6/6 

7/- 
7/6 

8/- 

9/- 

"/- 
13/^ 



iM^ ^ ^in 



5/- 
5/6 

6/- 
6/6 

^(" 
7/6 

8/6 

10/- 

12/- 



I n. ^ 3/in. 

7+ 



+/9 

5/3 

5/9 

6/3 
6/9 

7/3 

8/- 
9/6 

I 1/6 



Circular or Gothic Heads, 3/- each. 

Rebated Cross Bars, 1/3 each extra. Saddle Bars for lead lights, lod. each. 
Casements divided into four panes with Rebated Bars, 3/- each extra. 
Casements divided into six panes with Rebated Bars, 5/- each extra. 

Trices are for Square Heads^ and p?-eparation for one sheet of glass, 
IMPORTANT,— For instructions as to ordering see pages 58 M 59. 
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ASEMENT FITTINGS 




are 




no- an 



j_ j^ _.. entirely new range of 

fittings in the following pages, all of which have 
been designed and modelled with a view to their especial 
fitness in e\ery detail for the purpose they have to serve. 
We ha\'e endeavoured to work upon those lines which a lono- 

experience— in constant touch with practical requirements 

has taught us must be followed in order to be successful • 
and while our designs are original, we have tried to avoid' 
mere novelty, and ha\-e relied upon the perfeftion in detail of 
quite simple forms. 

We make two qualities only— Gun-metal (called Quality i) and 
Wrought-iron (called Qualit)- 2). Each of these qualities is 
the best of its respeftive kind, and the same care is bestowed 
upon the mechanical parts of both. 

In the manufacKire of gun-metal fittings we have departed 
altogether from usual pratlice, inasmuch as we allow no 
manipulation of the form of the casting by hand-filino or 
dressmg." We have produced, by the aid of first-dass 
designers and modellers, a range of patterns of some 
excellence, and b>- employing great care in the sand mouldina 
and casting we produce castings with a perfeft "skin," which 
are exatt reproductions of the modeller's work 
The necessarv tooling of the working parts is performed 
upon machines of great precision, and all are made to 
gauge and subjeded to severe inspe6>ion so as to be perfeaiy 
interchangeable. " -^ 

Our wrought-iron fittings are all hand-forged (the working 
pre selv'X™ ' '" t\ '° ""' "> ensure" un,form,ty), and 

me,us''"rrf /'f '' Tu 'T^ "'''''* "' '=""'' "«° *e case- 
tee fnor it K, *' ^"'^ 1™''">' '''■°P f^gings of nuld 
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SPECIFICATION 

HANDLES : 

Bored and faced both sides of boss 
and movinted on pin-plate which is 
turned to a plug fit, secured by 
our special device with cap and 
compressible washer which retains 
the handle at uniform pressure and 
prevents its getting loose with wear. 
A machine-cut quadrant with steel 
stop prevents the handle from 
moving beyond the one quarter of 
a circle necessary for opening and 
closin 

SWIVEL STAYS, 22 1 :— 

The box, screw, and bracket made 
of fine cast gun-metal, and the bar 
of hard-drawn bronze. 
The pivot of the box is turned 
and the bracket bored to fit, the 
two beina held toaether by a 




\,was/jer. B, steel stop. C, qucidrant. 
(D,////, & E, pin-plate, in o/ie cast'ing) 
F, cap, G, boss. • H, nose Mf handle. 




f*'' 



__, bemg _ 

rivetted w^asher fitting agamst a 




A, hox. B, bracket. C, bar, Y^^gib 
E, screnx}. F, ivasher. G, pivot. 



shoulder on the pivot. -11 1, .^ 

The ample depth given to the pivot working in the bracket 

obviates the risk of loosening or bending 

The screw is carefully turned and threaded so - t« 8 n^e a 

true central pressure upon the gib in tightening up the stay. 

PEG STAYS, 218 £^219 :— 

Fine cast gun-metal or wrought-iron, the jaw and tongue 
machined ?o a perfeft fit and all the holes driHed to the 
correa size for the peg which is turned and faced. 

BOLTS, SPRINGS, LATCHES, PULLEYS :- 

Are ^11 made upon the same "engineermg lines, and each 
wm be ToundTo be perfe6^ in w'orkmanshlp and material. 
THF GUN-METAL is a mixture of copper tm and zinc 
7o Ad^^ahy specification, fine cast brushed and bronzed 
to a red-brown tone, or mop-polished bright. 
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GUN-METAL HANDLES with Plates 

suitable for Casements opening Outwards, 



Handle 497 
Plate 533 



Handle 258 
Plate 557 



Handle 20a 

(Large) 

Plate 213 



Handle 495 
Plate 208 



Handle 541 
Plate 567 



The bar shewn is the 
jamb of Sectiofi 2. 



Inches. 





h:nryhope 

AND 

SOHSUmilD 
BIR.MINGHAI4- 



Rebated Tee Section glazing bar. 





The Plates shewn on this page 
are for outward opening casements 
only. 

Any of the Handles shewn here, 
or on pages 42 and 43, will be 
supplied for all Sedions in Quality 
r, except Sections 3 and 3 a and 
Sedion 8. 

For these cheaper Sections, Handles 
20a (large), 495, 541 and 496 are 
not included in the prices, but 
will be supplied at an extra charge 
of i/6 each. 

NOTE. 

The Handles need not necessarily 
be used in conjunction with the 
plates shewn, but may be varied as 
desired. 
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WROUGHT-IRON HANDLES with Plates 

suitable for Casements opening Outwards. 



X 



Handle 209 
Plate 2 I I 



Handle 206 
Plate 2 I 2 






j Handle 2oy 
Plate 207 



Handle 208 
Plate 208 



Handle 2 I o 
Plate 2 1 o 



T^he ^ar she^n is the 
jamb of Section 2. 



Inches. 





F£NRYHOPE 

AND 

JON/UMITED 

BlitMINGHAM 



The Plates shewn on this page 
are.suppHed for casements open- 
ing outwards only.? .; 
Any of these Handles except 
2IO may be used for Quality 2 
on all Sedions. 

NOTE. — With the exception of 
210 the Handles need not 
necessarily be used in con- 
judtion with the Plates shewn, 
but may be varied as desired. 
Handle 210 is only supplied 
with Plate 210 which must be 
fitted with a Saddle Bar across 
the casement. An extra charge 
is made for this pattern, includ- 
ing the bar, of 1/6 each. 




Saddle ^ar for lead glazing. 
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PLAIN HANDLES with Plates suitable 
for Casements opening Outwards. 



s 



z 



Handle 40 7 
Pkte 2 I 2 




Handle 576 
Plate 5 :5 j 



Handle 
Plate 2 I 



577 



3 



Hand! 



e 



5 75 



Plate 208 



T/y /far sbc'Km is tin 
jamb of Section 2. 



X 



S Inches. 





f£NRYHOPE 

AND 
EIRMINGHAM- 

The Plates shewn on this page are for 
outward opening casements only. 
Handles 497, 575 and 577 are supplied, 
if required, in Malleable Iron, for any 
Seaions, Quality 2, and in Gun-metal 
for any Sedions, Quality i. 
Handle 576 is made in MILD STEEL 
STAMPINGS ONLY, and has been 
specially designed as suitable for case- 
ments in warehouse windows, etc., where 
great strength and neatness are desirable. 
NOTE. 

The Handles need not necessarily be 
used in conjundtion with the Plates 

may be varied as desired. 



shewn, but 
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GUN-METAL HANDLES with Plates 

suitable for Casements opening Inwards. 



Inch 



es. 



Handle 496 
Plate 521 



Handle 20a 

(Small) 

Plate 5 2 :> 



Handle 498 
Plate 522 



Handle 203 
i P^^te 555 



nap£*s 



1 




F£NRYHOPE 

AND 

/ONJUMITED 

BIJ^MfNGHAM* 



The Plates shewn on this page 
are specially designed for inward 
opening casements, so as to give 
the correct projection from the 
nose of the Handle to the centre 
of the boss. 

All of these Handles, or those 
shewn on pages 40 and 42, are 
included in the prices for Quality i , 
Sections la and 2a. 
For Sedlion 3a, Handles No, 496, 
20a (large), 495 and 541 are not 
supplied, except at an extra charge 
of ij6 each. 

NOTE.— The Handles need not 
necessarily be used on the Plates 
shewn, any Handle will be suppHed 
on any of these Plates as desired. 
It is essential that these Plates 
should be used for inward opening 
casements ; those shewn on pages 
40, 41, and 42 are for outward 
opening casements only. 



it- 



I 



t» 



Handle 259 
Plate 524 



T/ie bar shewn is 
i he jamb of Section 



2 a. 
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GUN-METAL STAYS for Metal Casements 
opening Outwards. 




No. 2 1 8 

Peg Stay. 



!•» 




No. 2 1 9 

Pep Stay. 




/«>«.'•- .-^ *»-f^ni>rf^rJftTMfa 




No. 2 2 I 
Screw and 
Swivel Stay. 




II, , . . T 1 

' :^ Inches, 

Stays No. 21 8, 219 and 221 may be used for Quality i, 
Sedlions I, 2 and 9. For Quality i, Sedion 3, Stay No. 
218 only IS supplied except at an extra cost of i/- each 
No 220 IS supplied for Quality i, Sedions la and 2a, 
and in a lighter pattern for Sedion 3a. 
No. 218 u shew?, attached to Section 3, Nos. 219 and 
221 to Section 2, and No. 220 to Section ^a. 



No. 220 

For Inwards 
only. 
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AND 
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WROUGHT-IRON STAYS for Metal 

Casements opening Outwards. 




No. 218 




No. 2 I 9 




No. ^84 



1 
M 





I rich 



cs 



No. 38s 



Any of the above Stays may be sekaal f.^r Qu.htv 2 
Sodiions T, 2 and 9. For Quality 2, Sea.on 3, N«'- ^'« 
only is supplied except at an extra cost ot (k1. each. 
In Stays^if thts type are provided with our re,nstered 
No. 410530 Combined Pma,HlR..t.^ 

No, 21S is shewfi attached to b.ctio?! ^, 
attached to SectioJi 2. 
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GUN-METAL BOLTS 



Inch 



cs. 



?foP£' 



c 



No. 561 



'/fOPts 



No. 564 




VSf., 



No. 56 



b^3 



No. 56 



Bolts Nos. 562, 563 and 
564, are used for folding 
casements under 4ft. 6 high. 
The cases are each cast in 
one piece, and the bolts are 
hard drawn Bronze-metal. 
Espagnolette Bolt, No. 560, 
is fitted to all folding case- 
ments over 4ft. 6 high ; a 
turn of the ring handle 
shoots the bolt at top and 
bottom. The case and 
guides are of cast Gun-metal, 
and the rods are hard- 
drawn Bronze. 
The above are included in 
the prices of casements 
where they are specified. 
No. 5 6 1 is a Gun-metal Cord 
Strainer; the cord wheel 
may be raised or lowered by 
adjusting the screw knob. 
This is not included in the 
prices of casements, but will 
be supplied at 2/- each. 
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DOUBLE 6^ TREBLE GRIP BOLTS 



■ ■ T 



■ ■ 



■^ " ■ J Inches. 






No. I is our Double Grip Sliding Bolt, 
as applied to casements (with frames) 
opening outwards, over 4ft.6 high, for 
Sedions r and 2, and ic and 2c, 
the handle is usually placed about i5in. 
above the sill. The photograph shews 
the bolt fixed to Section 2. 
No. 2 is our Treble Grip Bolt, as applied 
to casements (with frames) opening out- 
wards, as enumerated above. The treble 
grip is only applied to exceptionally 
large casements. 

No. 3 is our Double Grip Sliding Bolt, 
as applied to casements (with frames) of 
Sections la and 2a, opening INWARDS, 
over 4ft. 6 high. The photograph shews 
the bolt fixed to Sedion 2a. 

GENERAL NOTE. 

The Bolts are made throughout with 
Gun-metal slides, guides and hooks, and 
hard Bronze rods, and are included in 
the prices ot casements where they are 
specified. 
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No. I 



No. 2 



11 



No. 3 
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SPRING LATCHES 




QUADRANTS 





f£NRYHOP£ 

AND 

JONSUhAlJED 

BrRMfNGHAM- 





The "Corsham" Latch 
QLiadrant. Inside. 



The ''Broadway" Latch 
Quadrant. Inside. 







Qiiadrant from outside. r\ a . c • t 

^ Quadrant from outside. 

SPECIFICATION 

The Latches and Quadrants iHustrated above are entirely hand-forced 

el?;: :: r '^'"f " ^° be sdWocklng, .., ,hey can be "'sla„.med?and 
require no manipulation of the latch when being closed. 

t'kes its be rJ' ^^^Ti ^'^\ ' ^°P ^P""g' "P"" ^hich the casement 
ctemntte n!' ^^'"^ .'' ^'^^^^^-y '' Qi^^drant is in itself a spring, the 

all crercare2 Tned' "/'" ""' T^' ^^' ^^P^ "^^^^ ^P"" g^ -^ in 
of the Lseme r . ; ' P/'" °^ g^^-n^etal is brazed in the bottom 

suit customers' requiremen .^nn^ V^c' ■ ^^"^^'°"^ ^^^^ ^e made to 

Either of the abrvenZrn! ''^t ^^"^P ^f°^g>"g« submitted for approval. 

charge of . .^ t h rthT;re of ^ ^ ^"^ '^^^°" '^ ^" ^^^^^^ 
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HENRY HOPE & SONS E 
WROX STEEL WINDOWS 

Since the issue of our last Catalogue, we ha\'e made manv 
improvements in this Department, both in design and 
manufacture. We have added several new Sechons, so 
that w^e can now supply sashes in it/2in., is/j^in., or i\n,y to 
alaze inside or outside, and with flanges on the outer b^irs 
on either edge, to suit any form of brick or stone re\ eals. 
While we do not allow ourseKes to consider any or our 
produ61:s so perfecl: as not to need any more care or attention 
direcfed to further perfection ; we inxite comparison of (uir 
present windows with an>' others that are manufactured. 
We have raised the manufacture of Steel W^indows from the 
slip-shod methods of ^' Art Metal" Workers to the precise 
uniformity of a properly equipped engineering works, with 
the result that Hope's 'Steel Windows are now generally 
recot^nised as the standard of perfection m the trade. 
All loints are cut on milling machines, and our de\ ices tor 
accurate di\'ision render anv inequality m the si/.es ot the 

squares impossible. 

By our method of construction v\c prcscrxc the frames at 
their full strength, all the ends of the bars being scribed and 
tenoned and ri\ etted into mortise holes in the frames. 
Ventilating Casements can be proMded in a ^ariet^ ot forms, 
and m all cases the hmges and Httings are of first-class ciualitv, 
while the Seaions emplo^•ed are specialK designed for the 
exclusion of weather, and the general fit and finish are of a 

hit>h degree of excellence. 

We keep a large stock of all our Sections, and ue haNe a 
unrivalled plant for the rapid producYion of windows of a 
kinds, so that we are alwavs able to give quick deluerv of 
anv numbers required. The great ^anetv of forms which 
we ha^■e standardised enable us to fulfil the requirements for 
any type of modern building, without any dela> for the 

preparation of patterns. ... 

N.B.-Samples, either of joints or complete windows, vnll 
always be forwarded upon request, and we wish it to be 
clearly understood that our samples are fair specimens of the 
bulk of our work. 
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2^? SECTION STEEL WINDOWS 



\ 



\illPl 




Head. 

Se(!il:ion shewino 
Casement huno^ 
at bottom, half 
full size. 



Head. 




Outside, 




shewino^ 



Sedion 
Swinoinfy Case- 

, half full 
size. 



wino^ina 
meat 




Jamb, full size. 




Inside. 




Inside. 
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{OUJUMITED 

BIR^MfNGHAM- 
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HOPES WRO' STEEL WINDOWS 




SPECIFICATION 

All the bars are of solid rolled 

English niild steel. 

Horns are provided on the corners 

for building into brickwork, and 

intermediate lugs on the sides. 

All joints are cut on milling 

machines, and put together without 

any manipulation by hand labour 

other than rivetting up. 

The bars are painted before rivetting, 

and the finished windows painted 

two coats before delivery. 



Photograph of^ JVinihnv^ about %ft. x 6ft. y 
giving pcuh's about 2ft, area ; shewing Case- 
f/ient bang on ''Pivots^ and Jitted ivitb spring 
catch, ivith cord eyes and pulley. 

The 2 inch Sedlions as shewn on tlie opposite page are recommended 

for windows up to about gft. high by 7ft. wide. The double-ribbed outer 

bar has been specially designed to gi\'e extra strength to the frames, and at 

the same time to make a perfed joint with the brickwork, without the use 

of rebated or grooved bricks. The joint is easily made by flushing the 

mortar or cement between the brick and the window as each course is laid. 

The single flange Seftion is recommended for the bottom rail. 

Details on opposite page shew the rebates for glazing on the OUTSIDE, 

but sashes can be made of the same Seclions to tylaze h^om INSIDE if 

preferred. 

Opening Casements are fitted in such a manner as to give the necessary extra 

strength to the frames, no portion of the mouldings being cut away. 

The pivots and plates on w^iich they are hung are made of steel, lathe-turned 

and bored, and all spring bolts, pulleys, etc., are made of the best Gun-metal. 

APPROXIMATE PRICES. 



Area 

of sasli 
about 

54 
feet 

super. 



Panes about 
x feet area 



Panes about 
2 ^ feet area 



Panes about 
2 feet area 



rod. per foot. 



I -n 



er 



foot. 



IT 



per 



foot. 



Extra for 

Caseineiits 

h unseat bottom 

and fitted with 

Spring Catch 

and 

Side Stops 

15/- each. 



Extra for 

Swinmns 

Casements 

fitted with 

Spring Catches 

and Eyes 

and Pulley 

* 

lb I- each. 



Extra for 

HopperChecks 

to 

Casements 

hung: at 

bottom 



/ 



pair 



Special quotations will always be given upon receipt of specifications. 
NOTE.— For details of other 2 inch Seftions, with flanges suitable for 
glazing INSIDE, see page 54, 
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'N SECTION STEEL WINDOWS 



I 




Head 



Seftion shewing 
Casement hung at 
bottom, half full 
size. 



.*' 



h 



4'h 




f . 



/ \ Al> V 

f / /// 






u; 



-■J 



^! 




Outside. 



/ 



/A 4 1 

<^ V / // > 




V. 



^^ /^ / 






N 



/ 



^ 



/ V 



Se(9:ion shewing 
Swinging Case- 
ment, half 
size. 




Insid 




r ■ 

I! 



Jamb, full size 




-J 



Inside. 




Insid 




size. 
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HOPE S WRO^ STEEL SASHES 




Photographs 
of Sashes 
about 
7 .o. X 4.0. 
giving panes 
about I K feet 
area. 




Sds/2 with Casement hung at bottom^ 
& fittedmtli spring catch & side stops. 



Sash with Casement hung on Pivots, & fit ted 
Jpith spring catch and cord eyes and pnifey. 



SPECIFICATION— Same as on page 51. 

The i5^8 in<^h Sedlioiis as shewn on the opposite page are recommended 

for windows up to 7ft. 6in. high by 5ft. wide. The double-ribbed outer 

bar has been specially designed to give extra strengtli to the frames, and at 

the same time to make a perfed joint with the brickwork, without tlie use 

of rebated or grooved bricks. The joint is easily made by flushing mortar 

or cement between the brick and the window as each course is laid. 

The single flange Section is recommended for the bottom rail. 

Details on opposite page shew the rebates ior glazing on the OUTSIDE, 

but sashes can be made of the same Seftions to glaze from INSIDE it 

preferred. 

Opening Casements are fitted in such a manner as to give the necessary extra 

strength to the frames, no portion of the mouldings being cut away. 

The pivots and plates on which they are hung are made of steel, lathe-turned 

and bored, and all spring bolts, pulleys, etc., are made of the best Gun-metal. 

APPROXIMATE PRICES. 



Area 
of sash 
about 

35 
feet 

super. 



Panes about 
feet area 



2^/2 



Panes about 
2 feet area 



Panes about 
I V2 feet area 



6d. per foot. 



gd. per foot. 



od. per foot 



Extra for 

Casements 

hune at bottom 

and fitted with 

Spring Catch 

and 

Side Stops 

13/6 each. 



Extra tor 

Swincrina 

Casements 

fitted with 

Spring Catciies 

and Eyes 

and Pulley 

14/- each. 



Extra tor 
Hopper Checks 

to 
Casements 
hutig at 
lottom 



6/- p: 



air 



Special quotations will always be given upon receipt of specihcanons. 
NOTE.-For details of other iS/g inch Sedions, with flanges suitable tor 
glazing INSIDE, see page 54. 
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HENRY HOPE & SONS 

Details of Sash Sections kept in stock. 





Nape'^ 



2in. Sections. 





^"'kni. Sections. 






I'/^in. Sections. 






'Hapeji 






ffopej 



¥ 




^'Un^. Secl:ions. 

We keep a stock of benvw-n ,^^ j 

are aiuays able to ^ive deli^•e^v of wlf ° '""' °^ ^^^ ^^^"'^ Scdions, and we 

very shore time of recening an ordeT "" '" ""^ ^^^"^^^'^ patterns within a 
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SASHtS with Side-hune Casements 





&" Louvre Casements 



Photograph of Sash, shewing Case- 
ment tor exit in case of fire in 
addition to the ordinary ventilating 
casement, as required by the regu- 
lations of the London County 
Council. The form of this Case- 
ment may be varied, if required, 
either to hang on vertical pivots 
in the manner of our ''Cleaning 
Casement," or to open inwards. 

PRICES. 

Side-hung Casements opening out- 
wards, 20/- each. 
Ditto, opening inwards, 25/- each. 
Casements hung on vertical pivots, 
35/- each. 




Pliotograph of Steel Louvre 
Window, as supplied to 
breweries, power stations, 
factories, t^Pc, >^c., in 
tropical countries. 

Designs and estimates, inclu- 
ding schemes for opening 
gearing, will be supplied 
upon application. 
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OPENING GEAR 

HENRY HOPE & SONS E 





B. 



PRICES. 

LINK GEAR, as A 

To open one light. 

Steel rods and Gun-metal 

parts, I 8/- each. 

All Gun-metal, 27/- each. 

TWINSCREW GEAR, as 

C. All Gun-metal. 

Up to 24m. wide, 20/- each. 

Extra, per inch, i/- 

HOPE'S GEAR, as D. 

All Gun-metal, 6/- each. 

NOTE A and B are not 

recommended for lights over 
ift. 6in. wide, except for 
inside fanlights or sheltered 
positions. 



The above photograph illustrates three kinds of simple gear for light work. 
A <^ B are tlie well-known link motion and can be made to operate two 
lights side by side if required. 

C is only recommended for single lights. It is very useful where a 
graduated and positi\^e opening is desired, with a very small projed:ion 
inside. It can be made to operate fanlights hung at top or swinging, in 
addition to hung at bottom as shewn above. D is a very useful opener 
for fanlights hung at top or swinging where the small projection of the 
jointed arm is not objedionable. It projects 31/. inches from the face of the 
wood frame when closed. 
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OPENING GEAR 

HENRY HOPE 




SONS E 




PRICES- 
SHAFT &P LEVER GEAR 

as E, all iron. 

To open I light, 20/- each. 

2 lights, 26/- 

3 5> 3^/- 

4 „ 3«/- 



J 



5? 






SHAFT e^ LEVER GEAR, 
as F, iron with Gun-metal 
working parts. 

To open i light, 25/- each. 
n 2 lights, 31/- „ 

5 ? 3 7 ' 3 7 / ~ ? 3 

33 4 y> 43/" 3) 



The above photograph illustrates our Shaft and Lever Gear for opening and 

closing ranges of lights. 

E is fitted with our open screw bracket, which is of great strength and adapted 

for heavy work in faftories, public baths, power stations, etc, 

F is fitted with our gun-metal screw box and is used for light work where 

neatness is essential. 

Estimates and detail drawings for gearing for all classes of work will be for- 
warded upon receipt of particulars, or, where necessary, a competent member 
of our staff will be sent to advise upon the gear required. 
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THE FOLLOWING PARTICULARS 
SHOULD ACCOMPANY AN ORDER 







Width. 



1 . Exaft height and width as shewn 
on these details. 

2. Full-size seftions of heads, jambs 

and sills. 

3. Which hand to be hung, looking 

from INSIDE. 

4. What glass to be used. 

5. Seftions and quality required. 



Outside. 





Detail quarter full size shewing 
how sizes should be taken ni 
GROOVED work. 

HENRY HOPE 

55, Lionel Street, Birmingham. 



Internal view of a right- 
hand Casement, Le,, with 
the hinges on the right- 
hand side LOOKING FROM 

THE INSIDE. 




SONS LIMITED 
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ILLUSTRATIONS OF BUILDINGS 
FITTED WITH HOPE'S CASEMENTS 

We are illustrating in the following pages a few photographs of 
buildings which ha\'e been fitted with Hope's Casements. 
Even the most conser\ative people are now realizing the many 
advantages afforded by Hope's Metal Casements over the 
ordinary form of wooden sash, and we are publishmg these 
photographs to shew the great xarietv of buildings to which 
the\' ha\ e recently been applied. 

\w all cases they may be compared to their advantage with any 
form of wooden w indow. 

For larcre and important buildings our range of Sedions can be 
adapted to suit ArchiteAs' own conceptions in design, and to 
fulfil all modern requirements for ventilation and satct\ \ while 
for domestic work they are adaptable to any size of house, and 
afford a wide selection in price. 

The use of Metal Casements obxiates the anomaly of placing 
inflammable windows in a fire-proof building. 
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THE FOLLOWING PARTICULARS 
SHOULD ACCOMPANY AN ORDER 

1. Exaft height and width as shewn 
on these details. 

2. Full-size sections of heads, jamhs 

and sills. 

3. Which hand to be hung, lookino- 
from INSIDE. "" 

4. \^^hat glass to be used. 

5. Se6fions and quality required. 

Outside. 




4^ 



X 



Width,_[ 






Detail quarter full size shewing 
how sizes should be taken in 
GROOVED work. 



Internal view of a right- 
hand Casement, /.^,, with 
the hinges on the right- 
hand side LOOKING FROM 

THE INSIDE. 



HENRY HOPE 



55. Lionel Street, Birmingham. 



& SONS LIMITED 
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THE FOLLOWING PARTICULARS 
SHOULD ACCOMPANY AN ORDER 

1. Exa£l height and width as shewn 
on these details. .... 

2. Full-size sections of heads, jambs 

and sills. 

3. Which hand to be hung, looking 

from INSIDE. 

4. What glass to be used. 

5. Sections and quality required. 

Outside. 







X 



Width. 






Detail quarter full size shewing 
how sizes should be taken in 
REBATED work. 




HENRY HOPE 

55, Lionel Street, Birmin 



Internal view of a left- 
hand Casement. N.B.-The 
'' Hand " of a Casement is 
always that side on which 
the hinges are, looking 
FROM THE INSIDE, whether 
the Casement opens in or 
out. 

SONS LIMITED 
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IMPORTANT CONTRACTS 

IN HAND ^ RECENTLY EXECUTED 

CARDIFF TOWN HALL & LAW COURTS /....w, .v....« y ;?,v,,,^, ^,,,,„,.,^ 

HULL SCHOOL OF ART Umhaur, Skwan & Rukm;h, Archileas 

YOKOHAMA SPECIE BANK, YOKOHAMA 
THE BIRMINGHAM UNIVERSITY ./..„ h'm y £. h.re. Belt Am.Ueas 
WALSALL TOWN HALL J. s. g.k.., .in,.,ua. 
CREWE TOWN HALL //. r. //,„■,■, .4rM,ea. 
HULL TOWN HALL ^ LAW COURTS s H Rusuit (^ r f r 
POPLAR TECHNICAL INSTITUTE, for tlu^ Lo2n Colty S^ntr' 
"THE SCOTSMAN" OFFICES, EDINBURGH /w ^- ^I? ^..^^ ■ 

THE MANCHESTER SHIP CANAL TRANSIT SHEDS 
EASTERN DISTRICT HOSPITAL, GLASGOW r //« , rv 
WESTERN DISTRICT HOSPITAL GLASGOW i/ c / t? ' 

HOLLYMOOR ASYLUM, BIRMINGHAM ^; Hm 
LONDON HOSPITAL, WHITECHAP^L ;'7'' ^ ^-'':': f «'- 
CONVALESCENT HOME LLANDUDNO 7^ 7/ "" "'■ ' ''"''"■'^"^• 

MESSRS H A R r A VT r> p^ , .V^JT ^ ^ *-' ^^^ <-* I ^"^^n & Sons, ^rchiiem. 

MfibbKb, HARLAND & WOOLF'S NEW POWFW c^TA-ri/^vT r^r-r ^ 
STALYBRIDGE GENERATING STATION « u T^^^' ^^LFAST. 

FLOUR MILLS, VICTORIA DoSro'^DSNT;/^;'':" '''"""'^■ 

EAGLE OIL MILLS HUr r r- u \ Gdder t^ Kmhen, ArMuas. 

BOLTON CO-OPERATIVE SOCIETY LTD ^' ""' "'''"'' ''"'"'"'■ 

Ttl^J^l.\r^^^ SPINNING CO. LTD. ' W'''''-'-^ ^ G,.s, ^.w. 

K Y^'o'cH^f Td"-^o7f"i^.^ ^^M^^^^^^^^^ -^^^A 

SWANSEA HARBOUirBokRD Tf^r A^ '""'"' '"'"'' ^ ''-'"■'' -^-''-'■'• 
WAREHOUSE, ARGYLL STREET riAVnw '""""'' ''"'""'■ 

MESSRS. T. S. FJIY ^ SOV<;' MTTU. rh ^ ^ ^- -^^"^Gre.or CM„,as, M,u,a 

WESLEYAN CENTRAL Sa^ t 11 FACTORY, BRISTOL 
MISSION HALrSwCAlTLEoTTVM?''^^' -• ^7- - //.^.«-. ...W 
THE METROPOLITAN AM Afr^A^'.TI^^ '"'"'' ^ ^"'^-- ^'■'^''-- 
WAGON CO. LTD NEW FACTOR TE^^ RAILWAY CARRIAGE 
THE BRITISH THOMSON HOnSTOM'r^"''' ^^™i"gham. 




-^. Lormcr^ Architect, 



"HALLYBURTON," PERI H 
"HIGH BARN," GODALMING I 

MAESYCRUGIAU MANOR ^ n\,- 

NEW BERWICK HOUSE HAMPs'mRV'"" 

T.T.::^ SEA POINT, "clpE^™^------^^^^ 

SI EEL WINDOWS FOR mavat /' 

THROUGHOUT THE BRITm EMpfRTpni'Vi^^^^ BUILDINGS 

^^" EMPIRE FOR H.M. GOVERNMENT. 
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ILLUSTRATIONS 



OF BUILDINGS 



,,, ,, HOPE'S CASEMENTS 

\\ e are illustrating ,n the following pages a few photographs of 
bu,dn.gs which have been fitted^^tf Hope's ks.r^Js 
E en he most conser^^at.ve people are no/realizing the manv 
advantages afforded by Hope's Metal Casement? over the 
ordmary form of wooden sash, and we are publishing these 
photographs to shew the great ^ arIet^ of buildings to uhich 
they ha\e recently been applied. ' 

In all cases thev may be compared to their adxantage with anx- 
rorm ot wooden window. 

For large and important buildings our range of Sections can be 
adapted to suit Architect own conceptions m design, and to 
tulhl all modern requirements for xentilation and safctx ; while 
ioT domestic ^^•ork they are adaptable to ,my size of house, and 
attord a wide seleition in price. 

The use of Metal Casements obxiates the anomalv of placinc. 
inflammable windows in a fire-proof buildin(>. ' ^ 
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ONE OF THE PAVILIONS 



VICTORIA HOSPITAL, EDINBURGH.' 

Sydney Mitchell ^ Wilson, Architects. 




NEW OFFICES FOR KYNOCH LTD. 



CossiNs, Peacock & Bewlay, Archi 



tects, 
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"OAKRIDGE/' DORKING. 

J. Thackeray Turner, Architect. 



tiiiaimiv-^"^"^-' 




60, PRINCES STREET, EDINBURGH. 
HippOLYTE J. Blanc, Architect. 



124, COLMORE ROW, BIRMINGHAM. 
W. R. Lethaby, Architect. 
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ARMATIIWAITK CASTLE, CARLISLE 



Armstrong ^ Wright, Architects 




STKLLING HALL, NEWCASTLE-ON-TYNE. 



Armstrong ^ Wright, Architects, 




**CARLAKEM1V' NORTH BERWICK 



Kinross tfT lARiiOLTONj Architects. 
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"THE SUN~D1AL," Lyme Regis. 

Arnold Mitchell, Architect. 




HOUSE AT NORTHFIELD. 
W. A. Harvey, Architect. 




" PARKWOOD," HENLEY-ON-THAMES, 



W. H. Flockhart, Architect, 
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MVINTERBOURNE/' EDGBASTON 



John L. Ball, Architect, 
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"HIGH BARN," GODALMING. 



R. S. LoRiMER, Architect. 




"ST. MARVS," HAPPISBURGH, NORFOlT 



Detmar Blow, Architect. 
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HOUSE AT WINDERMERE. 



Bailie Scott, Architect 



"t •• 




"GARTH house;' EDGBASTON. 



W. H. BiDLAKE, Architect. 




j)i 



"WESTBROOK," GODALMlNG 



J. Thackeray Turner, Architect. 
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HOUSE AT GODALMING. 

J. Thackeray Turner, Architect, 




I 



HOUSE AT BUXTON. 

Barry Parker (^ Raymond Unwin, Architects. 




HOUSE AT KENILWORTH. 



W. H. Buckland 6f Hevwood Farmer, Architects 
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DRAWING ROOM, SOUTH WRAXALL MANOR HOUSE. 

The casements and leaded lights throughout this famous old building were entirely re-made 
old models by Henry Hope & Sons Ltd. 
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"THE SUN-DIAL," LYME REGIS, DORSET. Arnold Mitchell, Architect. 

We have pleasure in publishing the following letterj as a striking testimonial of the weather-tight 
qualities of c^ur Casements under most trying conditions. The closeness of these windows to the 
sea-shore will be appreciated from the photograph which shews the reflection of the waves in the glass. 

"39, Great Marlborough St., London, W., March 22W, 1904. 

'-'Dear Sirs, — Toi/ arc 'welcome to ta\e a photograph of ^'The Sun-dial^' at Lyme %egis. I have 
spent much tune there this winter^ and am pleased to say that both your Qasements and your 
Leaded QIass have Seen in e^ery way satisfactory. The house is 'within only a feVo feet of the 
water ^ and after a heavy gale the windows are all covered yvith salt from the sea-water blown 
against them. They have, however, stood perfectly ^ and have given me no trouble at all. 

"/ have used many various casements and much leaded glass, but have ne%)er had ypork so good 
as in this little house. I feel sure you Ti^ill he glad to know how pleased I am "^ith "iv hat you 

have done, "Faithfully yours, <aRNOLD .MITCHELL. 

"■Messrs, Henry Hope & Sons Limited, Birmingham.'' 
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HENRY HOPE & SONS E 

STAINED GLASS and 
LEADED LIGHTS. 

PRICES. 

For plain leaded lights, 
with strong leads (any 
width up to ^inch), 
thoroughly well soldered 
and cemented on both 
sides and including cop- 
per ties for saddle bars. 
Plain squares, 2ioz, 
glass, ij 2 per foot super. 
Ditto, 260Z. glass, 1/4 
per foot. 

DittOj unflattened crown 
glass, 2/- per foot. 
Geometric designs such 
as the old lozenge pattern^ 
from 2/6 per foot. 
Prices include packing 
and delivery f.o.r. 
Birmingham. 
Prices for more elaborate 
work - upon application . 




In calling attention to this department, we wish to emphasize the 
advantage of producing leaded lights in the same fadlory and under the 
same supervision as the metal casements which they are designed to fill. 
It ensures absolute accuracy in the relation of saddle bars and handle 
plates to leads, and avoids the usual difficulties resulting from the 
employment of two or more firms. 

Special estimates, including delivery and fixing, will be forwarded upon 
receipt of particulars as to sizes and quantity and style of work required. 
Pamphlet of designs and prices upon application. 
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HENRY HOPE & SONS E 

BRONZE DOOR FURNITURE 

The scarcity of really good door furniture has encouraged us to develop 
and place upon the market an entirely new range of fittings. The utility 
of each article has been made an absolute condition, and the ornamentation 
is in ail cases suitable to the material and its use. 

The engineering resources at our command have enabled us to give a 
mechanical accuracy hitherto not employed in work of this class, with 
the result that we are able to offer a combination of appropriate design 
with the lasting qualities of mechanical perfedion. 

Knobs &f Spindles 

(for inside doors). 

Finger-plates. 

Bell Pushes (eledric). 

Switches ( ,, ). 
Knockers. 
Centre Knobs 

(for outer doors). 

Grip Handles 

(for swing doors). 

Letter Boxes. 
Bolts of all kinds. 
Cloak Hooks. 
Numerals. 
Cabinet Furniture. 

Latches. 
Handles (§f Stays 

N*^^- ^^5 (for wood casements). 





No. 624 



No. 626 






No. 617 



/ 



No. 618 




No. 619 No. 620 



Spec /a/ Cdtalogtie^ with prices^ of door furniture and fittings for wood 
casejne7Jts^ &^c.^ upon application. The above tllustratio7ts are selected 
from tilts Catalogue to give a?i idea of the general character of our 
work in this departjneitt. 
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HENRY HOPE & SONS E 

WROT. CAST-LEAD RAINWATER HEADS 
GUTTERS, CISTERNS, GARDEN VASES, &c. 

EAD is a metal peculiarly suited to the objeds above men- 
tioned : it has great advantages over othermetalsjand is ultimately 
more economical than iron, its chief competitor. 
Articles in lead may be built and soldered together from cast 
sheets, or cast from the same wooden pattern which serves for iron. In 
either case there is a great improvement on cast-iron goods, and those who 
have compared the results obtained by the two methods will not hesitate 
in seleding the former. We think it sufficient that attention should 
be drawn to the charming and characteristic effedls obtained in this 
manner, without insisting on its claim to be considered the legitimate and 
traditional treatment of the material. The designs illustrated are by 
Mr. William Haywood, and we have seleded them from among some 
simple and inexpensive models which we have recently carried out. Special 
designs and estimates will be forwarded on request for more elaborate work. 





No. 598. 

Width over Ears, 2 5 ins 

>C3 • 8 . o 

Tinning, 5/- extra. 



No. 615. 

Width over Ears, 

14 ins. 
£2 .10.0 




No. 616. 

Width over Ears, 

14 ins. 
£2 . 17 - o 




Speaa/ Catalogue of Leadwork, containing a variety of designs and prices, 
upon application. 
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HORTICULTURAL BUILDINGS 

We have pleasure in calling attention to this department which is the original 

business founded in 1 8 1 8 . 

The large number of glass houses in every county in the United Kingdom are 

standing proofs of the general excellence which has always distinguished our 

work. 

The knowledge and experience we have gained in a period of over eighty years 

is entirely at the disposal of our customers. We furnish designs and estimates 

without charge, and we are always prepared, at a few days' notice, to send one 

of our staiF to make a survey and take particulars of work for which an estimate 

is required. 

The workshops at Lionel Street are nearly all new, and comprise carpenters' 

shops and fitting shops complete with the most modern machinery for working 

wood and metal ; all construdional work is fitted, erefted, and marked before 

being sent away, so that the building can be cleanly and rapidly ereded after 

delivery. 
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Range of Plant and Fruit Houses at GlynlifTon, Caernarvon 

Booi of photographs of woj^k executed upon applkatioii. 



76 



A. t-i t--^ - ^ — — . 



M^HK^ 




HENRY HOPE & SONS E 

PATENT GLAZING 

Absolutely water-tight and imperishable. 

Successfully used for many years for 

Factories, Power Stations, Baths, Railway 

Stations, Goods Sheds, etc. 

Many of the most important fadories in 

the Kingdom, where dehcate operations 

are carried on, requiring absolute protection 

from wet and dirt, are glazed on Hope's 

Patent System. 

Our glazing has recently been selected for 

the Royal Mint and for the Carriage Yard . ^^^^-^^ ^j .^^"^^ ^^^^^ ^^f,,^ 

at Buckingham Palace. lengths of glass mthout support. 



u 




AMBULANCE STATION, FULHAM. Glazed on Hope's Patent System. 
This roof was completely covered within six days of receiving order. 

Special Catalogue of Hope's Tatent Glazing mth detail dramngs she\mng 
Various forms of roofs v^ill be sent upon application. 
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HEATING & HOT-WATER SUPPLY 

We design and supply heating apparatus for every kind of building. 

For greenhouses, etc., we always supply low-pressure hot-water systems with 

large bore pipes of ample heating surface, so that the necessary temperature can 

be obtained without hard firing. Private residences should be heated on the 

same system (as a rule) but with radiators, all main and supply pipes being 

carried out of sight where possible. For public buildings and institutions, 

schools, etc., we are prepared to tender on either steam or hot-water systems, 

with either a " plenum " or extradion system of mechanical ventilation. 

We have a special staff, and design every apparatus to meet the requirements of 

each particular building. No scheme is either too large or too small for our 

attention, and in all cases we guarantee the results. 

r , ' 




HOT-WATER 
SUPPLY 

We have a thorough 
knowledge of this 
branch of domestic 
engineering, and we 
supply schemes and 
estimates for hot and 
cold water services for 
private houses or public 
institutions, including 
the complete fitting of 



bath 



rooms, etc, upon 
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NEW PUBLIC LIBRARY, HULL, 

Apparatus by H. Hope ^ Sons Ld. 



Hot-water Warming 
J. S. Gibson, Architect. 



modern lines. 
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HENRY HOPE e' SONS E 

55, Lionel Street, BIRMINGHAM 



LIST 



OF 



CATALOGUES 



Metal Casements, Sashes, etc. 
Hope's Patent Glass Roofing - 
Horticultural Buildings and 
Heating Apparatus - - - 
Bronze Door Furniture and 
Fittings for Wood Casements, 
Cabinet Work, etc. . - - 
Leaded Lights and Stained 
Glass ------- 

Cast and Wrought-lead Gutters, 
Heads, etc. - - - - 



1904 
1904 



I 



903 
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904 



1904 



1904 



Arranged by Mr. William Haywood. 
Printed by Silk ^ Terry, Birmingham. 
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